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The Nagler Disgrace 
An Editorial 


—See Page 8 
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Canada AFL to Join 
Anglo-Soviet Council 


QUEBEC CITY, Sept. 10 (ALN).—The 59th annual 
convention of the Trades and Labor Congress of Canada 
(AFL), at its concluding session here last weekend, unani- 
mously voted for affiliation with the Anglo-Soviet trade union 


ete the job of winning the war 


and around town prior to the rally. 


‘city by the Greater New York In- 
‘dustrial ‘Union Council, and a great 


CIO war workers will make a 
day of it Sunday in their double- 
barrelled celebration of the fall of 
Italy and a Madison Square Garden 
rally at which CIO President Philip 
Murray will deliver an important 
address two days before Congress 
reconvenes, 

Local unions of the United Elec- 
trical, Radio and Machine workers 


of its ninth inter- 
national conven- 


UE Local 1225 probably will hold 
the record for the most parties. 
That union. announced a total of 
25 different dinners or other social 
functions as widely scattered as 
Long Island City and the Times 
Square area, 

Another union, UE Local 430, will 
gather its members together at the 
Fraternal Clubhouse, 110 W. 48th 
St., for a few glasses of beer be- 
fore leaving in a body for the gar- 
den, 

At the New Yorker hotel the del- 
egates to the ninth convention of 
the UE will begin registration at 
16 A.M. Sunday. They'll have their 
own informal parties at the hotel 


No business is eduled until Mon- 
day morning, when the UE will start 
all day sessions running through 
Friday. 

Tickets for the Garden:rally were 
passed out in all CIO shops in the 


crowd of CIO members are expected 
to attend, 


Sank More Subs 
Than Ships Lost 


WASHINGTON, Sept. 10 (UP). 
~The battle of the Atlantic was so 
successful for the Allies during 


ships, the Office of War Informa- 
tion and the British Ministry of 
Information announced jointly to- 
night, ) 


Headline 
Highlights... 


GIRLS RETURN FROM 
Slavery in Germany .0ecccoccnnm 2 

BROOKLYN ALP FILES 
Court Action Against Old 
Guard 3 


WHAT YS.\ITALIAN LEADERS 


EDITORIALS OF THE DAY ........... 8 


Read the 
DAILY WORKER 


| removed the ‘pro-Axis 


and to make certain that organized 


labor has a voice at the peace con- 
ferences.” 

In further votes the convention, 
representing 250,000 workers, call- 
ed for wartime united action be- 
tween the three main sections of 
Canadian labor and renewed the 
TICC’s no-strike pledge. “We want 
no misunderstanding,” said TICC 
President Percy Bengough. “We 
believe in a 100 per cent war effort 
and we are against strikes in war 
time.” ‘ 


(This action leayes only the 
Executive Council of the AFL, 
among all labor organizations in 
the Western Hemisphere opposed 
to affiliation with the Anglo-Soviet 
Trade Union Committee.] 

’ ‘The resolution on affiliation with 
the Anglo-Soviet committee stated: 

“Whereas establishment of the 
Anglo-Soviet trade union com- 
mittee was a great help in unit- 
ing the forces of organized labor 
of the United Nations for the 
prosecution of the war; and 
whereas. to complete the job of 
ward to make certain that or- 
ganized dabor has a voice and 
representation at the peace con- 
ference, it is very essential that 
the force of organized labor be 
united as strongly as possible 
internationally; and whereas 
the decisive part that Canada 
is now playing as a military and 
economic power within the 
United Nations shonid be paral- 
leled by organized labor in 
Canada playing an equally im- 
portant part in the Council of the 
United Nations labor movement 
now and after the war; ) 
fore be it resolved that suitable 
action be taken to arrange af- 
filiation of the TICC with th 
Anglo-Soviet committee.” 

At thé final session of the con- 
vention, a decision was approved to 
form trade union committees for 
political action in every community 
“to bring organized labor more di- 
rectly into the upsurge of inde- 
pendent political activity among 
the working people.” The purpose 
of these committees would be “to 


ab 


role in influencing and shaping 
the great movement for independ- 
ent political action and thereby se- 
cure trade representation on all 
governing bodies.” Percy Bengough 
was elected TICC president by ac- 
clamation and J. A. (Pat) Sullivan 
was elected secretary-treasurer. 
The proposal to establish a 


(Continued on Page 5) 
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Two days after Marshal Pietro 


Italian nation was torn in a mighty 


1—British assault troops, covered 
by the guns of the Royal Navy, 
stormed ashore at Taranto inside 
the heel of Italy Thursday and 
quickly won the town and harbor, 
gaining a -foothold only 40 miles 
from the Adriatic port of Brindisi. 

2—American and British troops 
crushed five strong German coun- 
ter-attacks in the Naples area and 
near Salerno to the south, then se- 
cured their beach - heads and 
crashed on inland in continued: 
heavy fighting. 

3—The British Eighth Army cap- 
tured Pizzo on the toe of the boot 
and sea.ed off the lateral road from 
there +o the south coast, putting 
the toe firmly in Allied hands. 

4—Spanish reports said that six 
Italian warshipe—two light cruisers, 
two destroyers and two small air- 
craft carriers—and a merchantman 
had arrived at Gibraltar. Italian 
aircraft began arriving at Allied 
fields in North Africa. 

5—The Germans claimed to have 
sunk an Italian battleship and 
cruiser and damaged a battleship, 
cruiser and destroyer in air attacks 
on an Italian squadron making for 
Africa. A smaller Italian flotilla 
attempting to escape from Patras, 
Greece, was destroyed except for 
one torpedo-boat, according to the 
Axis claims. 

6—A German communique as- 
serted Rome capitulated to the 
Germans after a sharp fight with 


-(Continued on Page 2) 


Bulgarians Urge 
Filov Overthrow 


(By Wireless to Inter-Continent News) 
ISTANBUL, Sept. 10.—Death has 
Bulgarian 
king, Boris, but the pro-Axis gov- 
ernment which Boris set up re- 
mains and must be overthrown, 
the underground Bulgarian radio 
“Christo Boteff” said last week. 
The broadcast accused Premier 
Bogdan Filov of conspiring with 
the Germans to set up a pro-Ger- 
man regency by unconstitutional 


thrown.” 
Station. “Christe Boteff” called on 
organiza 


Party, the Agricultural League and 


Renewing 
“Christo Boteff" said: 

“It is the supreme duty of the 
people and army te prevent this 
diabolical plan from being carried 
out by all the means at their dis- 
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The shell holes in a German Tiger tank are examined by American 
officers on duty in the Soviet Union. The tank was shown in Moscow 


as part of an exhibit of war trophies captured from the Nazis’ The tank 
is one of the thousands taken by the Red Army. 


Murray, Hague, AFL 
Join in:Bond Rally - 


By George Morris 


(Daily Worker Staff Correspondent) 

JERSEY CITY, Sept. 10.—CIO President Philip Murray 
and Mayor Frank Hague and leaders:of Jersey’s AFL and 
CIO yesterday joined with film stars and war heroes in a 
great Journal Square labor front rally, dedicated to every 
phase of the victory drive, the third war loan in particular. 


Jones Sits on 
Roll-Back Plan 
By Adam Lapin 
(Daily Worker Washington Bureau) 

WASHINGTON, Sept. 10.—Labor 
circles in the Capitol are becoming 
incfeasingly alarmed by the fact 
that War Administrator Marvin 
Jones has pigeon-holed for almost 
two months the administration's 
new subsidy program to roll back 
prices. : 

After causing this delay, Jones 
and his aides, who have been yield- 
ing to pressure from the corporate 
farmers and processors, who have 
usurped the farm bloc label, now 
maintain that it is now too late 
to put the subsidy p into 
effect. Supporters of Hérbert 
Hoover in Congress have been mak- 
ing it clear for some time that they 
would fight a last ditch fight against 
any new subsidy program—despite 
the fact that the President suc- 
ceeded in stopping the ban on sub- 
sidies just before the session re- 
cessed in July. 

If the administration does hot 
advance a definite roll-back pro- 
gram and then put up a real fight 
for it, the farm bloc crew will 
have a long head-start. 

CIO, AFL PRESSURE 

It is expected therefore that the 
CIO and AFL will soon join in 


strong representations to the Pres- 
ident for speedy action on sub- 


isidies to roll back prices to the 


levels of September 15, 1942. 

Shortly after Congress recessed, 
OPA pt on Jones’ desk a detailed 
plan proposing to officials that the 
roll back problem be handled by 
having the government buy up cer- 
tain crops and then resell them at 
a loss to consumer outlets. 


the Farmers 
also the three top farm 
ps. 
The farm bloc spokesmen for the 
Grange, National Council of Farmer 


© ‘The rally was typical of hundreds 


being held throvghout the nation 
but it was also symbolic of the big 
change that has come over such 
communities as Jersey City as a re- 
sult of the tremendous growth of 
the labor movement and labor's 
part in the war effort. 

It was held in the very Saiz 
Journal Square where not so many 
years ago labor could hold no rallies. 
Mayor Hague ‘and Mr. Murray shook 
hands and the Mayor; in a brief 
talk, praised labor highly for its 
role in the war. 


HITS COMPLACENCY 


Murray warned against compla- 
cency over Red Army victories and 
Italy’s surrender. TJnconditional 
surrender must apply not only to 
Italy but to Germany and Japan 
before the war can be considered 
won, he declared. 

“Now,” he said, “is the time to 
use the driving furce of our entire 
united country for a speedy vic- 
ory.” 

Murray expressed satisfaction that 
the United States and British gov- 
ernments have invited the workers 
in Italy to avail themselves of the 
new opportunity to join unions of 
their own choosing 

“That,” he said, “is a basis on 
which democracy can be built. If 
such a choice is prcvided,*there is no 
doubt that we will get the democ- 
raey we want.” He added that “la- 
bor should demand as a condition of 
peace that a charter of democracy 
be given to all the occupied coun- 
tries giving the workers the right 
to join a union of their own choice.” 

Murray said this policy should 
spur the organized labor movement 
to support the bond drive. He re- 
vealed that the CIO had placed 650 
full-time field “organizers through- 
out the country t© further the sale 
of bonds in the labor movement. 
They are assisted by 15,000 volun- 
teer workers, he said. 

Mur*ay was accompanied by 
Irving Abramson, state CIO pres- 
ident, James Carey, CIO national 
secretary, and leaders of the Hud- 
son County CIO, 

The AFL group included Louis 
Marciante, state president of the 
Federation of Labor, and John Jo- 
seph Qrunn, president of the Hud- 
son County Central Labor Council. 
Congresswoman Mary T. Norton 
also participated. 


NEGRO REVEREND SPEAKS 


The final speaker, the Rev. Mer- 
rill Booker, a Negro, received a 
warm reception. “Our boys,” he 
said, “are doing a bang-up job, all 


| | (Continued on Page 4) 


Séviet Blows Doomed 
Italy, Says Izvestia 


We publish below the full text of the editorial from Isvestia, 
Soviet government newspaper, on the surrender of Italy. The text 
arrived by wireless to Inter-Continent News. 

MOSCOW, Sept. 10 (ICN).—The Italian government 
was compelled to accept unconditionally the armistice 
terms presented by the commander-in-chief of the Anglo- 
American armed forces, terms earlier approved by the 
governments of England, the United States and the 


Soviet Union. 


Hostilities between the Allies and Italy have ceased. 
The fascist “Axis” is cracked. The Italian wheel has 
been broken off from the Hitlerite chariot, and this chariot. 


continues to race ahead to 
the Hed Army. 


, Why is it that the course of military events forced 
Italy to lay down her arms? Because both Hitler and’ 
Mussolini suffered bitter defeat on the Soviet-German 
Front. Italy suffered a winter catastrophe on Soviet soil 
where the Red Army inflicted a heavy defeat on the Hit- 

' lerite troops and in particular wiped out a contingent of 
picked Italian troops sent to the Soviet-German Front. 


RED ARMY CRACKED AXIS 


The crushing Red Army 


Red Army victories enabled 
Sicily. 


wk a 


ae 


. 


troops descended like a hammer on the fascist “Axis,” 
shattering and destroying the Hitlerite coalition. The 


The downfall of Mussolini on July 25, 1943, formed! 
an ominous. crack in the Italo-German camp. At his last 
meeting with Hitler on July 18 and 19 Mussolini demanded 
troops and arms. But Hitler’s troops and arms were tied 
down at Belgorod, at Orel and at other sectors of the 


disaster under the blows of 


blows on the German fascist 


B 
2 
i 


our Allies to land troops in 


; 


Soviet-German Front. This sealed the fate of Mussolini. 
Mussolini fell; the “Axis” cracked but did not crumble. 

The Badoglio government announced the continuation 
of the war and its loyalty to the alliance with Germany. 


political and military base in 


situation in Italy. 


certainly not in August and 


Berlin intensified its pressure on Italy, threatened and | 
sent messengers in a feverish attempt to maintain its 


Italy. Hitler dispatched Rib- 


bentrop to Italy. But Ribbentrop could not replace German 
divisions, and Hitler failed to become the master of the 


Hitler could not give Mussolini troops in July and 


September. Hitler could not 


supply troops because it would have meant withdrawing 


them from the Soviet-German Front where the Red Army 


on the offensive is routing the Germans and giving them 


no respite. 


The collapse of the German July offensive and the 
passing over of the Red Army to a summer offensive along 


the vast front played a decisive role in the capitulation 
of Italy. It was not accidental that Italy has laid down 
her arms precisely now when the Soviet troops have vic- 


toriously entered the Donets 


Basin and when the German | 


invaders are being driven off en masse from Soviet soil; 


when every day the fighting 


on the Soviet-German Front 


brings new defeats to the Nazi@ 
armies. 


It is precisely the events on the 
Soviet-German \Front which deter- 
mined the whole international situ 
ation, the whole course of events 
during the last few months. The 
Soviet troops are hammering away 
at the Germans’ main link in the 
chain connecting the whole gang of 
fascist bandits, and every blow 
struck by the Red Army sets all 
the links of the Hitlerite chain to 
rattling. We are hitting out at the 
Germans and are thus continuously 


‘striking at all the vassals tied to 


the German chariot. 
SATELLITES TREMBLING 


Is it Italy alone who felt these 
blows? Are not Hungary and Ru- 
mania trembling from these blows? 


Here too the “Axis” is cracking and 


creaking ... in Italy it has snapped. 
The Red Army victories that have 
been achieved are the reason why 
Berlin is shivering just like Buda- 
pest, whose Hitlerite ringleaders are 
trembling, just like their Rumanian 
and other vassals. — 

To any person who has an ele- 
mentary understanding of politics it 


tre of the war... that Italy’s fate 


(Continued on Page 6) 


Democratic Bloc 


For Italy 


Urged 


BERNE, Sept. 8 (ICN). — What 
Italy needs now is a “national 
democratic bloc” of political par- 
ties with a common platform, the 
Milan radio “Milano Liberta” de- 
clared today. 

“The present state of affairs can- 
not continue,” the 
broadcast said. “There 

must be concrete and precise 

agreement between all the anti- 
fascist parties so that the people's 


almost throughout the country 
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MOSCOW, Sept. 10 (Ich) — 
During the last few days 
torpedo boats of the Baltic sank 
four big enémy transports with & 
total displacement of 19,000 tons, 

When it was learned that & 
group of enemy ships had. been 
sighted in the Gulf of Finlard, 


LONDON,’ Sept. 10 (UP).—Text 
of an Order of the Day issued by 
Marshal Joseph Stalin broadcast 
by the Moscow radio: ) 

Order of the Supreme Com- 


(Continued on Page 4) 


Landis Named to ~ 
Middle East Post - 


WASHINGTON, Sept. 10 (UP). 
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Army troops driving for Kiev an 
the Dnieper River on a front of oA 
of up to 2% miles today and cap- 
turing the big Azov seaport of 
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i Stirrings 


} On the Channel 


By a Veteran Commander 
GAINST a background of highly important military 


af events, the maneuvers of Allied troops on the shores 


A 


of the Channel stand out as being pregnant with great 


_ }. implications. 


The maneuvers included not only embaiking and 
he, disembarking operations of considerable 
oe | On the numbers of troops and equipment, but 
the Channel to a point close to the shores 

; War Fronts of France. The air-umbrella covering the 
movement of the armada was even more 

invasion-coast and wrought destruction on German in- 
stallations there in the greatest mass raid ever staged 
in this sector. 


they actually called for the crossing of 
realistic because the planes actually swept over the 
It would seem that such maneuvers would assume 


|. @ full measure of usefulness only if an invasion were 


contemplated precisely in that region. The timing, logis- 
’ tics, battle order, etc., would not apply to any other spot. 
It is, therefore, quite possible that these maneuvers 
© are not simply a smokescreen or diversion intended to 
confuse the enemy, but will prove to be a “feint to the 
. jaw” followed by a “blow to the jaw.” The Germans did 
not seem to react at all which might mean that they 
DID take it as a bluff, or wanted the Allies to think 
they did. ; . 
Napa situation in Italy is highly confused, at least as 
viewed from here. The Germans are reported to 
have taken over a number of Italian cities, including 
+ Rome. It is highly probable that they have taken over 
' Genoa because as we pointed out before, their defense of 
- Northern Italy must hinge on Genoa and Venice in any 
case. However, the fact the Germans snatched some 
cities from the disorganized Italians does not in the least 
" mean that they have many troops in Italy. At the present 
stage a German company can overpower an Italian 
-gegiment, thanks to the confusion reigning in the Italian 
Command (if such a thing exists at all). 

It is still our unshakable conviction that the Germans 
will not pump a single division into the part of Italy 
which lies south of the Genoa-Bologna-Venice line and 
will rely entirely on the delaying action of the handful 
of troops they have there. Italy is not and cannot be a 
major front if only because the German General Staff 
never considered the Mediterranean as a major theatre 
of war (and acted accordingly, consistently refusing 
reinforcements to Rommel). 


, 


TRATEGICALLY, France and the Lowlands are the 
place for action. The Balkans too must be consid- 
ered, especially in view of the fact that the Yugoslav 
_ Army of Liberation holds territory equal to the area of 
’ Switzerland and has footholds on the Adriatic coast. 
- The Italian troops and even those of Mikhailovitch (after 
the capitulation of his Italian friends) might be of use 
in such a venture. 
: ‘However, it is hardly likely that an invasion of the 
: ans would draw off enough German troops to fit the 
: requirements of a genuine second front, since it is im- 
‘probable that the Allies could pump sufficient forces 
into such an invasion. ‘ 
d Wyo Red Army has captured Bakhmach (pronounce 
“Bakhmatch,” please) and is fast advancing on 
Nezhin, the last junction before Kiev. General Rokossov- 
sky's wedge which was dangerously thin several days 
ago has grown “fat” and is now abutted against the 
- Desna River on the right and is expanding on the left, 
’ toward Romny and Priluki. (It is interesting to note 
that the Red Army has captured the town of Dubovyaz- 
ovka where Klim Voroshilov gave the Germans their 
_ first trouncing in the Ukraine in February, 1918; this was 
+ one of the first war acts of the newly-born Red Army.) 
The capture of the strongly fortified town of Liudi- 
© novo north of Bryansk marks the resumption of the march 
+ of General Sokolovsky’s armies. North of Bryansk there 
is now only Dyatkovo left before the Bryansk defenses 


|. proper are reached. 


After the capture of Stalino the armies of Generals 


+ | ‘Molinovski and Tolbukhin have made a fierce and furi- 


_ ous dash westward and have. reached Novo-Paviovka, 


i | 75 miles east of the Dnieper (be careful of the over- 
- | enthusiastic newspaper comments: general confusion 


‘arises from the duplication of many names in these re- 


i g EL gions, such as “Andreyevka,” “Pavlovka,” “Alexandrov- 


gkoye,” etc.). Thus the German position between Zmiev 
and Izyum has been deeply outflanked and, as a result, 
the fall of Barvenkovo and Lozovaya can be expected 
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DAILY WORKER, NEW YORK, SATURDAY, SEPTEMBER 11, 1948 


By B. Polevoi 


MOSCOW, Sept. 10.—I met two 


cried pitifully, like a child, 


the Germans came. 


(Reprinted from Pravda) 
(By Wireless to Inter-Continent News) 


Physical Culture upon graduation, 


mother, my aunt Grusha and my kid brother Zhenya 


Kharkov girls to- 


died from hunger. I still kept well but my legs were 
already swollen. Then they sent me to Germany. 
“We were brought to Frankfurt-am-Main. The Ger- 
Gay who had returned from-German slavery. Shey man fraus came and began to select slaves according 
were both under 20, yet they looked like old women. to their taste. Some of them even opened our mouths 
| The head of 17-year-old Vv. K. shakes as if she to see if we had scurvy. I was chosen by the wife of 
_were a feeble old lady and there are streaks of silver an official in the street-car administration service. 
in her beautiful curly hair. She came back from Ger- 


“The work kept me on my feet all day long. For 
many a nervous wreck. During our conversation she food I had what was left over from the master’s table. 


I never had my fill in 14 months of service. Whenever 


" she said. 


“I was a healthy student in the seventh grade and she was displeased by anything, my mistress slapped 
expected to go to Moscow to study in the Institute of me and beat me with a flytrap or even a shoe. But she 
“But. went completely mad when her brother and later her 

elder son were killed on the Eastern Front. She tore 
“During the first winter my grandmother, my my hair, threw me on the floor and kicked me with 


her boots. 
GIRL BEHEADED 


“Tn the neighboring house there was Katya G. She 


too walked around with black and 


one day she ran away. My mistress told me that Katya 


was caught and beheaded. 


“So I lived for 13 months. But life became com-<- 
pletely unbearable when her husband was drafted in 
Germany’s total mobilization. I wasn't allowed even 
crumbs from the table. I began to get dizzy spells, 


my legs weakened, my teeth loosened. 


I had scurvy and could no longer work. So I was sent 


back.” 


landed in the village of Gruen in 


near Koenigsberg. Working with her were two other 


The other girl, a young state farm worker, K. B., 


Girls Return from Slavery in Germany 


Ukrainian girls, Galya and Tosya from Dniepropet- 
rovsk, and a Byelorussian, Zhenya. They were obliged 


blue marks, and 
“The Russians 


to work 14 to 15 hours a day and do a job which re- 7 
quired ten men in pre-war times, 


don’t want to surrender; they force 


my workers to fight them. That is why you are suffer- 


The doctor found 


Eastern Prussia, 


ing, because of your compatriots,” the farmer who had 
bought them explained. 

One day, when K. B. could not manage to weed a 
few beds of lettuce, the farmer gathered all of his 
kin in the yard that evening and ordered her to re- 
move her blouse and beat her so that the marks on 
her neck are visible to this day. After this she thought 
of nothing but getting away from German slavery. 
She deliberately knocked over a pot of steaming lard, 
injured her legs, and can hardly walk now. 


Italy, Says 


5 Nazi Divisions in 


Red Star 


By K. 


Hofman 


Reprinted from Red Star 
(By Wireless to Inter-Continent News) 


MOSCOW, Sept. 10,— All indications available. here 
show that there are hardly more than four or five German 
divisions in Italy at the present moment for the invading 
Anglo-American troops to contend with. 

Furthermore, the chances that Germany can transfer 


troops armed with modern equip- 
ment are of the smallest. Germany 
is having trouble in the east, and 
has lost a lot of materiel there. 

Still further, Germany has al- 
Ways regarded the Mediterranean 
war theater as a secondary theater 
of the present conflict, and is 
scarcely likely to rob her main 
front of needed men and supplies 
to hold a front which has all along 
been admittedly a secondary con- 
sideration. 

Hence the barrels of ink used in 
some foreign newspapers to report 
an alleged intensified transfer of 
German divisions to Italy seem 
destined for the spreading of some- 
thing else besides actual Yacts, In 
fact, the authors of these reports 
pursue the definite aim of boosting 
the importance of the Méediter- 
ranean-Italian theater as one of 
paramount significance, constituting 
almost a “second front” in Burope. 

REUTERS REFUTES RUMOR 

German troops in Italy are about 
10 per cent of Italian. Quite con- 
vincing prcof may be found in the 
British press that Italy is not flood- 
ed with German troops. Suffice it to 
mention the recent Reuters report 
giving the details of the last nego- 
tiations between Hitler and Mus- 
solini. The Reuters report merely 
confirmed that Germany’s ability 


i Italy any considerable number of @— 


to help fascist Italy was very limit- 
ed indeed. | 

It is precisely because of the fact 
that the German command was 
unable to dispatch any significant 
forces for aid to Italy that Badoglio 
was obliged to recall the Italian 
divisions ftom southern France. 
The shipment of these divisions 
along the various roads from 
France to Italy apparently gave 
some organs of the press abroad 
grounds for the allegation that 
German divisions were being trans- 
ferred to Italy. 

The Italian divisions recalled from 
southern France were replaced by 
Germans. In doing ; however, 
Hitler was not increasing the num- 
ber of German divisions in France 
but merely reshuffling and remoy- 
ing some German divisions from 
the northern districts of France. 

The exhaustion of its reserves 
does not permit the German com- 
mand now to send strong rein- 
forcements to Italy and to replace 
the Italiah troops in France. The 
German command is striving to re- 
tain as long as possible its hold on 
Italy as a barrier guarding the ap- 
preaches to Germany from the 
south. But for this purpose it is 
utilizing its few divisions in Italy 
for purely defensive and delayin 
actions. ‘ 


Momentous Changes 
Loom in Argentina 


(Daily Worker Foreign Department) 

The resignation of Argentina’s Foreign Minister Vice 
Admiral Segundo Storni, following Secretary of State Cor- 
dell Hull’s refusal to grant his request for lend-lease funds 
for Argentina, shows how weak is the foundation of the 


Ay 


<< 


Argentine fascist regime. 

| Already there are rumors of other 
jchanges in government, and the 
struggle’ between the  pro-fascist 
forces headed by President Pedro 
Ramirez and the half-suppressed 
|pro-democratic forces appears to be 
‘approaching a crisis. 


FPar-reaching changes are due in 
Argentina, and they can be eXxpect- 
ed fairly soon. They may even now 
be under way. 

The whole scheme of the Ramirez 
government is now exposed. The 
gang who seized control in the 
coup of June 4, and _ installed 
Ramirez as “president” a few days 
later, expected to go ahead with the 
fascization of Argentina, firmly sup- 
press the  people’s movements, 
dicker with the United States and 
make a deal involving financial as- 
sistance, and keep fascism alive and 
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OO Lawyers Honor 
ritish Legal Chiet 
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the first speech made by Martin 
Popper, in which he called for con- 
certed action by the Bar Associa- 
tions of all the United Nations, 
particularly those of the United 
States, Great Britain, the Soviet 
Union and China. 


George Z. Medalie stressed the 
fact that the close relations between 
the United States and Great Brit- 
ain were a major factor in main- 
taining the security of the United 
States. He. said that except for the 
time which we had been afforded 
by the heroic defense of Great Brit- 
ain, we might have suffered defeat 
in this war. 

Judge Clark praised Great Brit- 
ain for its vision in establishing 
long term relations with the Soviet 
Union, and urged the United States 
t follow this example. 

The guést of honor, Sir Donald 
Somervell spoke of the exemplary 
conduct American soldiers in 
Great and called them “Am- 
bassadors of good will.” He also 
paid tribute to the contributions 
and heroism of the Soviet army 
and people as he specifically ad- 
dressed himself on this point to the 
Soviet Consul who was on the dais. 
Sir Donald also called for closer 
relations between the lawyers of 
aq United States and Great Brit- 


members of 

of Greater New York paid trib- 
to the lawyers of Great Britain 
@ dinner in honor of the Right 
Sir Donald Bradley Som- 
OBE, MP, KC, Attorney Gen- 
of England and Wales, at the 
Commodore this week. 

‘Whe Hon. Frederick E. Crane, for- 
| Judge of the Court of. Appeals 


dinner, and the speakers, in 
to the guest of honor, were 
-Hon. Charles E. Clark, Judge 


? Appeals; Martin Popper, national 
of the National Lawyers 
id. and Hon. George Z. Medalie, 
“er United States attorney for 
ow York. 

Consul Generals of Great 
n, the Soviet Union and China 
4 in the tribute. 

of the dinner, Judge 
E. Crane in his opening 
stressed the common tra- 
of Great Britain and the 
4 States based upon the fact 
the legal systems of these two 
ries spring from the same com- 
He stressed the basic dis- 
between this legal tradi- 
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growing in the Western Hemisphere. 

The reply of Hull to Storni’s bra- 
zen request for lend-lease funds and 
arms gave a rude shock to this 
scheme. 

Ramirez himself personally en- 
dorsed Storni’s request to Hull, 
hence he as well as Storni is re- 


|ist congress in Buenos Aires; and 
jae decree against the Communist 
Party. 

| Along with these high-handed ac- 
\tions has gone the banning of such 
‘films as “The March of Time,” and 
ths imposing of fascist controls over 
the University of Buenos Aires. 

| ..» This is the hurried path that 
Argentine fascism has travelled in 
little more than 90 days. 

| But their haste is hardly likely 
to do them much good, especially 
Since their scheme to get money and 
guns from the United States has 
‘backfired with equal speed. 


Allies Seize 


! 
| 


‘Taranto, Nazis 


Claim Rome 


(Continued from Page 1) 


Italian troops in the outskirts and 


buffed. : 
Furthermore, the surrender of Charged the Badoglio government 


Italy to the Allies and the buffeting|2®4 plotted to trap Nazi forces 
that Hitler’s armies are getting from south of Rome. The Vatican was 
the Red Army on the Eastern Front S#id to have been placed under the 
indicate a developing, world atmos-| Protection of the German Wehr- 
phere that bodes no kindness to macht. The Rome Radio began 
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fascism anywher: in the world. 

The Ramirez government has been 
following a _ steadily persistently 
fascist course for the three months 
that it has been in power, as a re- 
view of its main acts show. 

Ramirez began with a dubious step 
—assertion of “neutrality,” with 
some lip service to the Pan Ameri- 
can agreement. 

Then he ratified the state of 
siege which his predecessor, Ramon 
Castillo, has decreed for the purpose 
of heading off pro-United Nations 
demonstrations and movements. 

Next he closed down the labor 
unions, thus taking the first def- 
inite step torard formation of a 
fascist state. 


succession of arrests of liberals and 
trade union leaders and of bans 
imposed on the anti-fascist and la- 
bor press. 
POLITICAL REPRESSION 

There has also been the closing 
down of the Hall of the Union 
Civice, which is the central meet- 
ing place of the Radical Party, Ar- 
gentina’s largest politica) organiza- 
tion; the prohibiting of the Social- 

% 
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broadcasting along Nazi propaganda 
lines. 

7—German troops in north Italy 
under Marshal Erwin Romme 
crushed Italian resistance and won 
‘control of the area after a fight 
of “deep ferocity,” Berlin said, in- 
dicating the Italians fought harder 
against the Germans—than they 
ever did for them. | 
| 8-German troops were said by 
Berlin ‘o have seized Trieste oh the 
Adriatic Coast and Genoa and 
Spezia on the Ligurian along with 
a string of cities inland, resulting 
in the disarming of 90,000 Italians. 


over po.icing of the French Riviera, 
Albania and the Balkans, from the 
Italians but some fighting was con- 
tinuing, Berlin said. 

10—The Swiss radio said that ac- 
cording to unconfirmed reports: % 
large Anglo-American convoy had 
left an Ionian seaport headed for 
‘Albania. 
) Dispatches from North Africa 
‘Said the Allied operations in the 
Napels area had made considerable 
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8—Othner German troops took 


U.S. Honors 


ee ee: gts . 


In recognition of “extraordinary 


Montgomery 


atoll ver Morrees ve wales we 


fidelity and essential service,” 


en. 


Eisenhower pins the Legion of Merit on the blouse of Gen. Montgom- 


This is the highest award the U. S. 


ery, chief of Britain’s 8th Army, at the latter’s Sicilian headquarters, 


can bestow on foreigners. . 
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Notes on 


People at War 


Soviet 


(By Wireless to Inter-Continent News) 
MOSCOW. 

Two Byelorusian guerrilla bands 
have distinguished themselves .by 
capturing. groups of Nazi prisoners 
while engagec in wrecking German 
railway communications. 

One guerrilla detachment took 
147 erfemy prisoners when they de- 
stroyed a big railway station in the 
Vitebsk area, wrecking the signal 
switches and semaphores and 
burning up fuel and munitions 
dumps and food and forage stores. 
Along with the prisoners; the guer- 
rillas got arms and other trophies. 

The other guerrilla band took 142 
German prisoners when they made 
a surprise attack on a_ railway 
station in the Polessie Region, and 
captured rich trophies, 


Theater companies which left 
Moscow when evacuation was con- 
sidered necessary a year and a half 
and two years ago have now been 
permitted to return to the Soviet 
capital, it has been officially an- 
nounced. , 

Among them is the State Jewish 
Theater, which evacuated in Oc- 
tober, 1941, to Tashkent, capital of 
Uzbekistan. Ditector of the State 
Jewish Theater, Prof. Solomon 
Mikhoels, is now touring and speak- 
ing in the Americas in the interests 
of world Jewish unity for victory 
over Hitler. 

* ” > 

Every day shiploads of grain, oil 
and fish drop anchor in the river 
port of Moscow, after voyages from 
the lower reaches of the Volga and 
the Kama Rivers, 

On At. 25, a shipload of nearly 
a thourand tons of fish and more 
than 80 tons of caviar arrived here 
from Stalingrad. 


Now that autumn and autumn’s 
harvests are here, hundreds of col- 
lettive farms are getting together 
on a socialist emulation drive to 
thresh and deliver the grain to the 
State before the scheduled date. 

One collective farm, with a wheat 
acreage of mcre than 2,400 acres, 
has already delivered about a hun- 
dred tons to the State. 

Collective farmers of the Pokh- 
vistnov District, in the Kuibyshev 
Region, have delivered more than 
10,000 tons to the State grain 
stations. — 

Young people in far-off Barnaul, 
in Siberia, organized volunteer holi- 
day squads to help the farmers of 
the Altei Region to get their carts 


loaded with grain and taken to the; 


grain coliccting stations. On a single 
day, Aug. 15, the young people 
loaded 2,350 carts with grain for 
delivery by the Altai farmers to the 
State. 


* * . ; 


Soviet guerrillas og Minsk, in 
Byelorussia, operating in several 
detachments, made a simultaneous 
attack on a wide sector of an im- 
portant highway over which the 
Germans were transporting troops 
and equipment. In the course of 
éne night, Aug. 12, they blew up 
67 ferro-concrete and wooden 
bridges. 

Meanwhile, other Minsk 


|blew up a German fuel train on the 
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railroad, and the fire that broke out 
destroyed 500 tons of gasoline and 
several army trains, besides inter- 
fupting ‘communications on that 
railroad line for several days. 

* * * 


Pupils of the Yaroslavl Region 
raised crops of all kinds on land 
allotments totaling close to 5,000 
acres during the past summer 
vacation. Seme of the focd raised 
will be used during the school term 
in preparing hot lunches for these 
very school children. 

+ 7 a 


The Talligulyan hydro - electric 
station is in process of constuction 
in Uzbekistan, with the help of the 
peeople who live in the area. Its 
construction is being pushed in 
double-quick time in the same way 
as was the Ferghana Canal, on 
which: 2,000 collective farmers work- 
ed in order to finish it in record 
time. 

Four more hydro-electric stations 
in Uzbekistan are to follow the Tal- 
ligulyan hydro-electric station, and 
all will have the people’s pafticipa- 
tion in their building. 

B - * 

The State Literary Fund in 
Leningrad announces that it has 
acquired a rare Bible published by 
the first Russian printer, Ivan 
Fedoorv. This Bible, ‘printed in 
Ostrog in 1581, is the fourth known 
copy of the famous “Ostrov Bible” 
in the Soviet Union, 


Soviet Envoy 
Presents Gov't 


Plan On Jews 


Andrei A. Gromyko, ambassador 
from the Union of Soviet Socialist 
Republics, sent an official message 
yesterday to the EHemergency Com- 
mittee to Save the Jewish People of 
Europe stating thet he has brought 
the plan of acticr formulated by 
the committee to the attention of 
his government. 

This message was in response to 
a visit to the en:bassy made re- 
cently by Peter H. Bergson. co- 
chairman and Johan J. Smertenko 
of the executive board of the Emer- 
gency Commiitee. Visits were als- 
made to Ambassador Minir Ertgun 
of Turkey; Ambassador Cimon P. 
Diamantopoulis of Greece; Ambas- 
sador Jan Ciechanowski of Poland 
and Ambassador Constantin Foticn 
of Yugo-Slavia. 

The plans of rescue evolved by 
groups of experts during the emer- 
gency conference held last monih 
was presented to each of the Am- 
bassadors for transmission to thei: 
respective countries as a step in 
gaining cooperaticn from nations 
which are important in carrying out 
this program. 

Delegations from the Emergency 
Committee will visit other embas- 
sies on similar missions, 


2nd Front 


Urged by 


Russian Church Head 


31 after a two-year absence. 


(By Wireless to Inter-Continent News) 
MOSCOW, Sept. 10.—The Patriarch Sergei, head of the 
Russian Orthodox Church, returned to Moscow on August 


| In an interview with the press, he said, “I left Moscow 
when the fate of our country was in the balance, and I return 


tories scored by our armies.” 

He said the Red Army was win- 
ning victories because it is fighting 
for a “just and righteous cause,” 
and because it is backed up’ by the 
people. - 

“I lived for two years in Ulya- 
novsk, &@ small town on the Volga.” 
he went on, “and I have seén how 
indefatigably: Its people are toiling 
for victory. All who could shoulder 
arms have gone to the front. ‘Theit 
place has been taken by the wives, 
mothers and daughters of our war- 
riors. When I appealed to my flock 
to collect funds for the Dimitri 
Donsloi tank coluran, ‘the believers 
of Ulyanovsk brought not only 
money but warm clothing as weil. 
The same thing happened all-over 
the country.” 


GAVE MONEY 


More than eight. million rubies 
have been collectéd for the tank 
column among the congregateions, 
he said, many clergymen contribut- 
ing all of their savings and donating 
as much as 150,000 rubles at a time. 
Beside the coliection for a tank 
column, the believers and clergy 
have donated several million rublés 
this year for airplane squadrons, for 
a defense fund for wounded saldiers 
and war orphans ar] for the restor- 
ation of liberated districts. 

“These collections,” he said, “have 
proved once again that the Church 
is at one with the people; that for 
the liberation of our country from 
the enemy it is -eady for any secri-| 
fice.” 

The talk turned to the Red 
Army’s summer offensive, and the 
victories at Orel, Kharkov and- in 
the south. 

“I am not a military expert,” he 
said, “but is seems to me that the 
time for the complete annihilation 
of Hitler has arrived. If the Red 
Army alone has been able to force 
the Germans back, it is not difficult 
to predict how speedily the war will 
terminate when our troops receive 
real help from our Allies.” . 

When a correspondent suggested 
that some peopie believe it unwise 


to find her rejoicing at the new vic- @— : 


——_ 


said firmly, “I don’t think you will 


know of them. Only those who 
would turn a deaf ear to the groans 
of the millions who are - being 
ground under the ruthless heel of 
fascism and are crying for imme- 
diate help could argue thus. 


SPILT BLOOD 

“The thought of all the innocent 
blood that is still being spilt in the 
towns and villages of the Ukraine, 
Byelorussia, Poland, Yugoslavia, 
Greece, Belgium and France—in all 
of Europe—-gives me no rest, I re- 
fuse to believe that the mothers of 
English and American soldiers 
would wish to see this war drag on. 

“It is obvious that the war is a 
calamity not only for those nations 
and countries whose soil the Ger- 
man jackboot is defiling at this mo- 
ment, _ 

“Patience! Let us not prate 
about patience! We Russians are 
the most patient people in thé 


world, but the cup of our patience 


is overflowing. Our Russian, Ukrain- 
lan and Byelorussian lands, once 
tich and flourishing, have been laid 
waste. Our long-suffering Kharkov, 
our heroic Stalingrad, Voronezh, 
Rostov, Vyagma, Orel and thé many 
hundreds of other Russian towns 
built up and beautified by our peo- 
ple throughout the ages are .m 
ruins. ‘+9 

“Our holy churches and monas: 
teries, schools, universities and my, 
‘seums have been reduced to ashes. 
Millions of our people have been de- 
prived of hearth and home... Hun- 
dreds of thousands of ragged, ema- 
ciated and starving women, chil- 
dren and old people are roam- 
ing the regions and countries octu- 
pied by the Germans. Surely their 
cries of distress can be heard by 
those who are calling for patience?” 
Patriarch - Sergei assured the 
press representatives that the hun- 
dreds of churches destroyed by the 
German vandals would be restored. 
The local government authorities. in 
Tula, Kalinin and other liberated 
places are helping now to restore 


te hurry the Second Front, Sergei 


the churches, he said. 
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Manhattan Set to Get 
700 Subs Tomorrow 


Following through on their pledge 
made at a meeting of section: lead- 
ers on Saturday, Aug. 28, to secure 
700 subscriptions to The ‘Worker 
by tomorrow, Sunday, Sept. 12, 
Manhattan section leaders were 
putting the finishing touches on 
their plans for a mass turnout of 
their members for the city-wide 
“Worker” mobilization called by 
the New York State Committee of 
the Communist Party. 

With an objective of 1,000 subs 
during the month of September 
last minute reports indicated that 
real possibilities exist for achieving 
the 700 mark set as the goal for 
tomorrow's mobilization. 

In the 4th A.D., Evelyn Wiener, 


3-5 A.D. oseceeeeess- Cl. Green 
ar ee 
CAD. caccvcecsens Sam Brown 
8 AD. ........Edward Bender . 
7-9-11 A.D. ........Alan Max 
ot eee = 
14 A.D. ....+e0+00+-Lena Davis 
16 A.D. ..eeeee+.Art Shields | 
22 A.D. .ocoseseees-Fe Chester 
OF Spiraea Mac Gordon . 
Upper Harlem....Carl Brodsky 
‘Lower Harlem 
East Harlem..,.David Goldway 


KINGS COUNTY . 


1 A.D. ..ccccces. Bee Wells 
2 A.D. ..........George Morris 
Oceanfront ........Mike Singér 


find such people in Russia. I don’t . 


lexecutive secretary of the M. J.| 9 A.D. ....+.++...Libby Hudes 


Olgin Club, stated, “Our club as-| 12 A.D. ciccceeess Edna Heller 
sumed a quota of 30 subs for the; 9) ap .......... | 
entire month. We expect to have , Grab 

all 30 accounted for by Sunday. image trem cooes -HMITY pm 
At least 25 members are expected Wier veer devas June Lostar 


to report for the mobilization. After 
a good breakfast which we will 
serve, we're all going out to do a 
real job for The Worker.” 

“Ecthusiasm for Sunday’s sub 
mobilization has réached a real 
high mark in Upper Harlem,’, was 
the statement of Rose Gaulden, 
administrative secretary, when she 
was reached by phone. “This is 
by no means due to the deep ap- 
preciation that our comrades have 
of the fact that a large number 
of subs to The Worker will be the 
best contribution to the campaign 
to elect Benjamin Davis, Jr., to 
the City Council. We expect te 
have 300 subs by Sunday, with 200 
of our members working in the 
field.” 

Tomorrow's city-wide . mobiliza- 
tion will launch a one-month cam- 
paign to increase the circulation of 
The Worker in New York City. To 
assist in the mobilization, the New 
York State Committee of the Com- 
munist Party has assigned the fol- 
lowing representatives to the fol- 
lowing sections: 


NEW YORK COUNTY 


1 AD. cinwdune salen Lawrence 


. Ps 


are 
enee Sock 


Be Me we kcicc ....Dave Leeds — 
Brownsville ......J0e Roberts 
Williamsburg .......... 
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MAKE EVERY. 


JOIN THE PAY-ROLL 
* SAVINGS PLAN « 
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Y B’klyn ALP Pulls Old- Guard eg an 


Pegler, Thomas Join 


_ Against Hillman Plan 


By Mac 
Sidney Hillman’s proposa 


Gordon 
1 to transform the American 


Labor Party into the political instrument of the entire labor 
movement of New York State has been the object of some 
heavy sniping in the past few weeks. 

Those who took one, or more, cracks at the plan in the 


past few weeks include David Du-< 


binsky, Norman Thomas and West- 
brook. Pegler. 

Pegler is worried about the fact 
that trade union officials who “ex- 
ploit” the workers on the economic 
field are now planning to spread 
their domination to the political 
field, Thus, this apostle of “free- 
dom,” who wants to liberate the 
workingman from trade unions, s0- 
cial legislation, and all other hin- 
drances to the cooliecization of la- 
br is quite consistent in his op- 
position to the Hillman proposal. 
He is‘an outspoken foe of the labor 
movement, and the Hillman pro- 
posal will strengthen that move-. 
ment. 


THOMAS DEMAGOGY 


* Now -let’s take Norman Thomas. 
In a letter to the Times last Tues- 
Gay; he offers precisely the same 
argument as Pegler against the Hill- 
man proposal. 

He attacks “compulsory assess- 
ments” feature of the plan, mean- 
ing the per capita dues payments 
by the unions to the ALP. He op- 
poses trade union leadership of the 
party on the grounds that trade 
union leaders are “unpopular” and 
undemocratic. 

The’assumption is that he wants 

@ labor party from which the lead- 
ers of the labor movement will be 
excluded. Thus he quotes approv- 
ingly “President Dubinsky of the 
ILGWU” to the effect that the Hill- 
man proposal “would exclude from 
active participation in control of the 
party liberal and progressive ele- 
ments who are of the utmost im- 
portance to it.” 
“Leadership in the fight against 
the Hillman plan is, of course, in 
thie hands of the Dubinsky group 
which controls the state leadership 
of the ALP. This group has bitterly 
opposed any suggestion which would 
in any way loosen its own factional, 
exclusive hold upon the state appa- 
rdtus of the party. 

‘The latest issue of the ILGWU 
paper, Justice, contains an editorial 
attacking the proposal, reprinted as 
a ‘paid advertisement in the New 
York Times last week. 

*Dabitisky Wikkes fich’ of thé ar- 

gument that Hillman’s plan would 
mean the “elimination from the 
party’s. government of the large 
liberal and progressive element 
which is not affiliated to any labor 
union.” 

There is no doubt that liberais 
and progressives have a place in 4 
labor party, but that place must be 
a subordinate one, and not a 


dominant one. Right now the lead- 
ership of the ALP is infested with a 
whole group of Social-Democratic 
lawyers and functionaries, and pro- 
Trotzkyite intellectuals who “front” 
for Dubinsky. 

The Hillman proposal does not 
preclude the participation of non- 


a democratic basis. 


Sstrument of the labor movement. 


are, moreover, the hs 
rent su of ine | : 


Lewis policies. 
control of the 
the ALP that 


NORMAN THOMAS 


trade union progressives and liberals 
in the ALP. It guarantees, however, 
that labor will control the party on 


As a matter of fact, the more 
powerful the labor base the greater 
the party’s attractive power so far 
jas other sections of the population 
is concerned. Middle class and 
farmers’ support will increase as the 
‘labor base expands and the party 
becomes more powerful as an in- 


The crux of Dubinsky’s argument 
against the Hillman plan is that it 
will admit the “red” unions into 
leadership. Dubinsky includes in 
that classification the great bulk 
of the unions in the New York City 
CIO council, as well as some up- 
state, and a number of AFL unions, 
as well. He thus demands the ex- 
clusion from the ALP leadership of 
the representatives of hundreds of 
thousands of trace unionists who 
bone of cur- 
His ar- 
gument against the Hillman plan 
reduces itself to a demand for ex- 
clusive control of the ALP So that it 
will remain the instrument of his 
own red-baiting, anti-Soviet, pro- 
It is through its 


the direction of resiizing it in prac- 
tice. Thus the state CIO has al- 
ready acted favorably. 

A wide public ¢empaign by labor 
in support of the plan would isolate 
its opponents and ensure their de- 
feat in the sprig ALP primaries 
for state committee. 

Moreover, thosé trade unions who 
support the Hillman plan can work 
for its realization through ¢etting 
a large enrolment of their trade 
union membership in the American 
Labor Party during registration 
week this year. The ALP enrollees 
this year will vote in the spring 
primaries for state committee next 
year, : 


Linder’s petitions were supported 
by upwards of 1,400 affidavits swear- 
ing that the signers were elected 
committee members in the prim- 
aries, present at the Aug. 30 meet- 
ing, and had voted for Crawford 
and Torchin. 

On the basis of the total figures 
of those present submitted by the 
credentials committee appointed by 
outgoing chairman Gelo, the affi- 
davits establish a clear majority for 
the Crawford ticket. 

The Progressive wing has asked 
the court to recognize several vice- 
chairmen, a treasurer and an execu- 
tive committee of 32 who were 
actually elected by the majority of 


Court Orders End 
Of Co. Union 


(Special te the Daily Worker) 

PHILADELPHIA, Sept. 10.—The 
company union at the E. G. Budd 
Company was ordered disbanded 
this week by the United Circuit 
Court of Appeals. 

In a unanimous decision, the 
court upheld an order issued June 
10, 1942, by the National Labor Re- 
lations Board, ordering the Budd 
Employe Representation Associa- 
tion to disband. Two workers, dis- 
charged for union activities were 
jordered reinstated. 

The United Auto Workers, CIO, 


in 1941 against the company union. 

The Budd plant, employing some 
10,000 workers, has long been con- 
sidered one of the open shop strong- 
holds in this area. While it was in- 
dicated that the court decision will 
be appealed by the Budd Company, 
workers hailed the court decision 
against the company union as the 
opportunity for an intensified CIO 
organizing drive. 


The N.Y. Elections: Steps to 


Mobilize Communists for Victory 


(By the Organization Dept. of the 
Cc. P., New York) 


We look back on a summer liter- 
ally jammed with activities and 
campaigns in which the New York 
labor and peoples movements have 
registered important achievements. 
We look forward to an Autumn of 
even greater political struggles, in 
Which the war issues confronting 
the people will find expression in 
the fight to elect a win-the-war 
City Council and Lieutenant-Gov- 
ernor, in the campaign to re-elect 
New York’s Communist Council- 
man, Peter Vv. Cacchione, The results 
of New York's 1943 elections will be 
of national importance and will 
vitally affect political alignments in 
the crucial elections of 1944. 

What is the main obstacle which 
our Party clubs face in developing a 
campaign of maximum effective- 
ness? We are seeking to involve 
thousands and thousands of voters 
in political activity based upon 


ing of the issues. We are hamper- 
ed in this, principally because 
thousands of our own members have 
not yet been involved or o* H 
full political understanding. We, to- 

gether with the labor movement, are 
engaged in a campaign for registra- 
tion and enrollment. We have 25,- 
000 Party members in New York, 
each of whom surely influences di- 


rectly (in his own family, his shop, | 
‘his trade union or his community) 


at least three other persons, Through 
insuring the conscious participation 
of our own members and their closest 
associates alone, we can insure the 
registration and can influence the 
votes of 100,000 people. 
MEMBERSHIP WORK 

We have often said that “mem- 
bership work is mass work.” The 
membership 


had to dash from one campaign to 
another. Our enormous potential 


strength, including that of the 6,000 


new members with their thousands 
of new contacts, was not brought 
into action. We cannot confidently 
approach the re-election of “Pete,” 
for example, on the basis of the 
heroic work of a small active group 
who will give every night and Sun- 
day to the work. These we must and 
do have, but how much more effec- 
tive will be their campaigning if 
part of their energies go into in- 
suring the registration, the vote and 
the -participation of that greater 
source of support, our own mem- 
bership. 

Our deplorable dues situation, the 
fact that 40 per cent of our mem- 
bers have not yet paid dues for 
June, is simply a barometer of our 
failure to maintain political contact 
with the members. We must think 
of improving the dues situation in 
terms of the mobilization of our 
membership around the election 


campaign. - 
It is with this end in view that 


the weeks of Sept. 14 and 21, 
MAP PLANS 

The following are the steps which 

are being @roposed by the State 


i 
: 
ii 


: 
i 
; 


subs to The Worker in the course 
of the campaign. 

2.—The membership should be di- 
vided among the entire leadership 
of the Branch, in addition to the 
Membership Committee, to insure 
that every member is visited. Dues 
should be collected through Sep- 
tember, wherever possible in ad- 
vance of the meeting. 

3 —Arrangement{ should be made 
to enable housewives with children 
to attend the Quarterly Meetings. 
Day meetings of night workers 
should be held. New members who 
have never been to a Branch meet- 


who are out of town should receive 
lettters and be asked to send in their 
dues, 

4.—The Quarterly Meeting should 
contain two points—discussion of 
the political issues of the elections 
as they relate to the world ‘and na- 
tional situation and discussion of 
the Branch Election Campaign 
Plan, in which every member can 


5-——Dues should be collected 
throughout the meetings and imme- 
i\diately after the meeting the Mem- 
bership Director should report to 
the Section or County headquart- 
ers on the number of members con- 


trolled and the number of members 


attending the meeting. Leaders of 
the State and County Committees 
will be stationed in Section and 
County headquarters to receive 


5 


E 


had filed charges with the NLRB 


ing should be called for. Members| 


the county committee. 
The case is expected to be argued 
during the early part of next week. 


City War Bond 
Sales Reach 
High Level 


War bond sales reached such a 
high yesterday that Third War 
Loan officials promised that the 
first dollar total will be announced 
today, instead of at the end of the 
first week, as had been planned 
earlier. 


The tremendous sales, officials 
said, showed that New Yorkers 
“again are backing up the men at 
the front.” They indicated that 
the people of this city are on the 
road to carrying out Mayor La- 
Guardia’s pledge at the War Bond 
rally in Carnegie Hall Thursday 
night, that “Whatever the national 
quota may be... New York’s re- 
sponse will be greater than its 
percentage.” 

The Mayor added, “We want no 
credit for doing our duty. All we 
ask is the privilege of doing a 
little more.” 

Out of the $15,000,000,000 na- 
tional goal in the drive, New York 
City is expected to raise $4,168,- 
000,000. That-averages $348 apiece 
for every man, woman and child 
in the city. 

Speakers at the Carnegie Hall 
rally, besides the Mayor, included 
Governor Dewey, Archbishop Spell- 
man, Allan Sproul, president of 
the Federal Reserve Bank of New 
York, and W. Randolph Burgess, 
chairman of the state War Finance 
Committee. All warned against in- 
flation, which Mr. Sproul described 
as the “camp follower of war,” and 
all urged that the buying of war 
bonds can be an effective weapon 
against inflation. 

In his benediction, Rabbi Louis 
I. Newman said: : 
“Behold how good and pleasing 
it is for brothers to dwell together 
in unity.” 


Dinner to Honor 
Pitt C.P. Leader 


(Special to the Daily Worker) 
PITTSBURGH, Sept.. 10.—A testi- 
monial dance in honor of Dave 
Miller is being given under the aus- 
pices of the Communist Party of 


find his job to do. .| Pittsburgh tomorrow, Sept. 11, at 


the Hotel Keystone. 

Recently released from the Blaw- 
nox workhouse where he served over 
& year on false charges of petition 
trame-ups, Miller is now section or- 
ganizer of Allegheny Valley, He 
is well known in Western Pennsy!- 
vania and has many friends in the 
city. 

Sam Darcy, State Secretary and 
Pete Karpa, City Secretary of the 
Communist Party will be the main 
speakers. 


ins Dean 
Flays Fascists 


BUENOS AIRES (Via Monte- 
video Sept 10 (ICN). —University 
circles here have been forced into 
a fight to the finish with the 
Ramirez regime over the question 
of academic freedom. 

Pro-Axis President Pedro Ra- 
mirez was not satisfied with de- 
posing the dean of the Law 
School of the Litoral Uni- 
versity in Santa Fe. He also had 
Giordano Genta, a known fascist, 
who is the official government 
“mediator,” put in charge of the 
Law School. 

The deposed dean issued a 
farewell message . sharply con- 
Gemning fascist regiines in gen-— 


sity Federation called a student 
strike which has been so success- 
ful that 32 out of the normal 
36 classes are not meeting, for 
lack of students. Fourteen: of 


immediately boosted one cent 


New ceiling prices for cost of living commodities were 
announced yesterday which “should result in a slightly re- 
duced food bill for New York housewives,” according to the 
District. Office of Price Administration, but egg prices were 
a dozen by the price agency. 


“@ 


New Cei ling Prices 


ists 


effect Monday virtually covering ali 
foods, have not been brought down 
to Sept. 1942 levels as stipulated 
in the hold-the-line order of Presi- 
dent Roosevelt. 

The new reguation on the whole 
maintains prices at their unusually 
high levels while the general laxity 
in price control and punishment of 
price violators only tends to boust 
them further, 

Not until the price panels on the 
local war rationing boards are al- 
lowed to crack down on price viola- 


Ceiling prices, which go into” 


ready receiving the new price lists 
for posting throughout the five 
boroughs. The greatest reductiun 
according to the lists, has taken 
place in the price of butter aver- 
aging about six cents a pound but 
which should heave been enforcea 
way back in Jure when the roll- 
back in butter was ordered. 

Cofiee prices which were rolied 
back in June were boosted one cent 
a pound in certain bracds, while re- 
duced slightly in cthers. ' 


should have secured as a result of) 
government subsidies has not been; 
registered on the retail level to date,; 


prices-und distribution of commodi- 
ties must be strenzthened and én- 


tH 
itt 


cans making the greatest contribu- © 
tion to the war are to be chile tu” 
‘continue production and continue 
the fight with the highest possibic | 
morale. This is the opinion of trade ; 
unions; small farmers, consumers 
end many Congfessman and Ad- 
ministration 


Out Here--But Eggs Go Up © 


The roll-back in meats which 


{ 
a ae 
: 
; 


ee ee 


leaders. 


tions and the allocations of rationed 
goods to violators are sharply re- 
éuced will the biack market be 
driven from its roost. 


the student strikers have been 
arrested. 


de 


Some: 16,900 reteil stores are al- 


$2.62 
ARMY CHORUS of the 


U.S.S.R. Four 10-inch records 
ye English translations, Album 
on 60600bos 00ka siiwdeoes $2. 


Robeson). Songs 
Ch Three 10-inch records 
with booklet. Album K-109 .. $2.89 


The MUSIC ROOM 


The MUSIC ROOM Proudly Presents i; 
FIGHTING 
FOLK 

SONGS 


S 
= 


133 W. 44th St., N.Y.C. LO.3-4420. aa ° MAIL ORDERS FILLED PROMPTLY 


FIGHTING MEN OF NORWAY 
Three 10-inch — with h booklet. 
Album K-114 $2.89 
SIX SONGS ‘FoR ‘DEMOCRACY. 
Three 10-inch records with booklet. 
Album E-101 2. .cecietecessces $3.15 

Do Your Part in the 

3rd WAR BOND DRIVE 


Are You Looking for Quality Clothes? 


Whether you are a Subway Strap Hanger, a back seat driver 
or travel by bus—(each convenient way of reaching our 
store), it will reward you to stop off and look over our 
tremendous selection of four floors of 100% all wool 


SUITS, TOPCOATS, OVERCOATS 
Savings of $10 to $15 
‘ Our low prices start at $28.95 up 


JOSEPH M. KLEIN 


- a 5 4 


0 i ye Mm 5 


Army and ‘Navy 


Electrolysis 


Office Furniture 


PULL LINE of leather or. sheep-lined 

coats, windbreakers, hiking outfits. Get 
our prices first. GR. 5-9073. HUDSON, 
105 Third Ave. 


Barber Shop 


oo 2 OUR HEAD to run our busi- 
Patronize Center Barber Shop, 
28 “t. ‘12th St. CIO. 


Beauty Parlors 


GOLDSTEIN'S, 223 EB. 14th St? GR. 65-8989 
Latest Feather cut. 
$3 and $5. Also 3 items $1.25. 


B o o ks 


Book Buys 


The FALL of PARIS. .$2.39 
SABOTAGE 
Sayer and Kahn 
Was $2.50 
UNCLE TOM’S CHILDREN 
Richard Wright ........ 49c 


44th ST. 
BOOK FAIR 


133 W. 44th St., New York, N. ¥. 


UGLY HAIR REMOVED FOREVER 
By a foremost expert 


ee recommend- 
by leading een 
poe sterility d hy- 
ene by meniureres 
urse. Perfect results 
guaranteed. Safe privacy 
Men alse treated. 


BELLA GALSKY, &.N. 


" 


confers! Unwanted hair removed 
. Persona) at- 
tention. Safest method. Physician in 
. BELLETTA, 110 West 74th, 
a (Opposite Macy's) MEdallion 


| Pree treatment to new- 
quickly 


Monareh Desk 


and PARTITION CO. 
New and Used Office Furniture 
9448 BROADWAY x, ¥. < 
Phone: AL. 4-6446 


Optometrists 


OFFICIAL 1.W.0. OPTICIAN 


Florists 


your union shop 


flowers-fruits 
fred spitz 


74 Second Avenue 


New York City 
GRamercy 5-7370 


Furniture 


100%, ONION SHOP 
1-7553 
s 


Carpet Cleaners 


YOUR 9x12 DOMESTIC RUG 
CLEANED 
[oo el 
INSURED 
FREE STORAGE TO SEPT. 15 
Colonial Carpet 
1307 Webster Avenue 
Call JErome 17-6288 
Clocks & Watches 
Repaired 


WATCH 


or a, Tegulated. Jewe A repaired - $ 
ve., 


srd St. PL. ‘303873, 


SAVE TIME — SAVE MONEY 
Selection of Guaranteed 


FURNITURE 
Budget Plan—Cash Prices 


ROSEWOOL FURNITURE CO. 
162 E. 125th St., bet. Lex. & ard Ave. 


Tel.: LE. 4-3995 
PEN TO 9 P.M. - ERIDAY TO 6 P.M. 


General Merchandise 


A REAL 
AUCTION OUTLET 


Selling everything from Paints and Hard- 
ware to General Merchandise. Offers you 
the greatest bargains in the city 


SALVAGE TRADING 


94 ALLEN ey Mage | & Broome) 
|Special prices to DAILY WORKER readers 


Insurance 


LEON BENOFP, 391 E. 149th St. . 
Fire, Automobile and every ting a ‘Tn- 
surance. Tel.: ME 6-0984. 


Opticians and - _« | 


Se eee 2 ee 


ee tee Ee 4 


IRT to Christopher St. Ind. to W. 4th St. 


+ BHM 


VIENNESE FOOD ané ATMOSPHERE 
Little Vienna Restaurant 
39 W. 46th St. Bet. Sth & 6th Aves. | 
Lunch 50c © Dinner 85e 


@ PARTIES OUR SPECIALTY 


152 Flatbush Ave., near Atian‘ic Ave. 


ELI ROSS, Optometrist 


Tel.: NEvins &-916¢ @ Daily 9 a.m.-8 p.m. 
Saturday 9 a.m.-5 p.m. 


& ©. one @ Open Sunday: 
Highly 

— ee Mountain 
Quality a Ceieae Food 

262 <. 167th St., nr. Morris Ave. ae aa Te 

Telephone: JE. 17-0022 

Official Optometrists for B’kiyn 1WO || LOUIS (LINN) = 3 
UNITY OPTICAL CO. RESTAURANT 


Home Cooking Hungarian Style 


207 EAST 14th 
Bet, 2nd and 3rd Aves,, New York city: 


clocks, CARL BRODSKY—Every kind of Insurance. 
Room 505, 799 Broadway. GR. 5-3836. 


Laundries 


re - Suits - Dresses _ 


| —_———— 


‘It’s _FRIED’S 


| 


147 FOURTH AVE., cor. 14th St. 


Formerly at 80 Fifth Ave. 
Phone: AL. 4-3910 


spection invited. Local mo 
rt ae to-from Chicago, Cleveland, 
Washington, St. Louis 


C 8. FRENCH HAND LAUNDRY, 98 Chris- 
topher St. WA. 9-2732. Efficient. rea- 
sonable. call-deliver. 


OFFICIAL LW.O. OPTICIANS 
Associated Optometrists 


265 West S4th St.. nr. Seventh Ave. 
Tel.: MEd. 3-3243 @ Daily 9 a.m.-7:30 


J. ¥. FREEMAN, Optometrist 


Men’s Wear 


BROS. Men's and Young Men's 
Clothing. 84 Stanton St., nr. Orchard. 
WN. ¥. CG. Comradely attention. 


Moving and Storage 


on Storage 
aon h St. - TR. 4-1575 


SPECIAL RATES FOR 
POOL CAR SHIPMENTS TO— 


Atlanta, 


3. SANTINI, Lic. Long Distance Moving— 
ee Reasonable rates. LEhigh 4-2222. 


| Uae e, a ata A Sl 


AIR-COOLED @ FOUNTAIN SERVICE 
Good Food for Good Health | 


CHINA A RITZ 


88§ G rand Concourse, at 161 Sf. 
An Eating Place of Distinction 


Ss -— eS a el 


Records - Music 


SONGS OF — Bae NATIONS 


Borlinie’a. s Nesta Shop 
154 FOURTH AVE. Cor, 14th St. 
Free Delivery Tel.: GR. 5-8220 
OPEN EVENINGS to 11:30 


SONGS OF FREE MEN . 
Paul Robeson 
FOR pees ng. yng RECORDS 


0. PAGANI & BRO. 
‘orders 


icians AZ, 332 E. 14th St. Excellent Shash- 
P hysicia oy Home atmosphere. sega dining. 
DR CHERNOFP, 223 Second Ave. 10 A.M. a 2 
7:30 P.M. 6un. 11-3 P.M. Phone’ : 
GR. 1-7697. S | g ns . 
a 

ie sks a ounaay tos” a. ei | 

iene alte i | SIGNS and BANNERS 


100% UNION MADE 


Consolidated Sign {o. * 


109 EAST 12th STREET 
Near Fourth Ave. Tel.; AL, 4-7752 


) 


Tobacco - Pipes - 


MODEL PIPE and 
TOBACCO SHOP 


ee 
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(Continued from Page 1) 


"is Federation, indicated that they 
». Would zo along with this program. 
[= ‘They may have had their fingers 
' @Possed at the conference, but 
™?*> Jones’ failure to follow up by an- 
*  mouncing the program strengthened 
Opposition to the program. 
>> ~ And statements began to pour 
fourth from headquarters of the 
farm bloc organizations reiterating 
their opposition to all subsidies. 
There is no doubt that the re- 
peated delays in doing something 
about the program will not only 
make it difficult to put the roll 
% back into effect but will also cause 
~ prices increases in many cases. 


~~ + conomic Stabilization Director 
+") “Fred Vinson is still said to be in. 
is ay favor of the roll-back program, and 
' a> go is OPA General Manager Chester 
iF, pe Statements by Bowles promising 
 _-—s that =the roll-back program would 


be carried through have apparent- 


4» the subsidy program would be put) 


~ Murray, AFL, 
~ Hague in Rally 


nee (Continued from Page 1) 


Cheering Italian-American Unity 


At Madison Square Garden Free Italy rally, New Yorkers applaud Congressman Vite Marcantonio, 
Mayor LaGuardia and other speakers who hail the Italian people as United Nations allies in the fight 
against Hitlerism. Merge than 10,000 attended the meeting, celebrating the unconditional surrender as the 


birth of a democratic Ithly. 


—Daily Worker Photo 


© timate he = What U.S.-ltalian Leaders 
© BSS om wo xm oom Said at Garden Rally Thursday 


The Italian-American Unity Rally|have a program and a future for 


leaders, some of whose 


of them, brown, white, black and jaccount of the meeting yesterday. 


| 


in Madison Square Garden Thurs-|Italy are the progressive liberais 
day night heard messages from a/®4 anti-fascists. 
score of prominent legislative and 
labor | 


We want noth- 


ing to do with ex -fascists. 


We know that the great victories 


of yesterday were rict possible with- 
speeches were delivered too late lojout the workers of Italy—the men 
be included in the Daily Worker|and women who have been demon- 
strating on Itauan streets for the 


Following are excerpts from some| Past several weeks. 


Joseph Salerno, president, Mas- 


=, the yellow boys of China.” 
“* He called for full confidence in |of the speeches: 
** the commanders-in-chief of the| 
4 4. United Nations: Roosevelt, Church- |S@chusetts State Ci0: 


-» ll, Stalin and Chiang Kai-shek and 


< “ ‘pledging themselves not only to un- 
. > Fee. stugele égateet conditional surrender but to the on- 


ward march of the péople’s revolu- 
tion. 
conditional surrender of .the King 
and the monarchy 


© domestic fascism and home-grown 
~~ Quislings trying to bring about ra- 
¢- Gal disunity.” 
“The Negro people,” he said, “de- 
mand no special breaks, no special 


to fight for our country and against 
the insidious influence.” 


removed. 


All of the Italian people are 


We are demanding the un- 


‘have accomplished this victory with- 


General Eisenhower could never 


lout the great forces of organized 


|'American labor. 


But the greatest factor of all in our: 
victory in Italy was that great and 
powerful army in one part of the 
world are fighting our war and sav- 
ing humanNy—the great Red Army, 
terror of the fascists. 


There is a battle here at home 


We must learn that we cannot against certain people who are more 
| liqui fasci i = - 
eoncessions. All we ask is a chana: | aUaate fascism without liquidat- interested to defeat the coming ped 


The only people that’! 


| 


— i 


have more than you do; strike 
bonds.” 


Civilian 
Front 


By Isadore. Begun 


for shipments; borrow now and buy now; make periodical | 
searches of the homes of the wealthy to see whether they! 


yee 


ws 


Here are some of the answers, 


40 field ambulances from the 
Bronx IWO ($100,000 in bonds) 
1 heavy bomber for the Army 
from Industrial Insurance Agents 
* | Union, Local 30, CIO ($300,000 
#2 } im bonds to be purchased by 
oe and through the union mem- 
bership) 
i heavy bomber (so far) from 
United Auto Workers, CIO. 
’ What’s your answer? A bomber, 
' @m ambulance, a tank, a heavy ma- 
_ thine gun? Don’t answer yourself. 
, Get your union local, club, church, 
_ Synagogue to do the talking. But 
whether your outfit adopts a quota 
| OF not, your quota is every penny 
‘you can spare. Your money will buy 
_ eartridges (used by the millions 
cost 3 cénts apiece) 
steel helmets (cost from $1.05 to 
Bae $4 apiece) 
=. first aid kits (cost $3.75 and 
es, § every fighting man must have 


in price 


; a ~The Third War Loan: Drive be- 
> @@m Sept. 9. An $18.75 war bond 

will buy 625 cartridges. You can't 

_ miss! 


_ OF THE WAR WE CAN SET 
" ABOUT FINISHING OFF OUR 


R. T. RIDES AGAIN 
A union man not a bit fond 
Of the rodent over the pond, 
not of great means, 
He dug in his jeans 
And paid with his hate for a 
Bond! 


Now Daisy was lovely and blond 

But somehow men didn’t respond, 

For Daisy was lazy 

Her brain work was hazy— 

She bought Coty but nary a 
bond. —R. T. 


- * 
A PEOPLE’S PROGRAM” 
_ A nationwide cooperative cam- 
* g@ign by homemakers and mer- 
» chants to hold down the cost cf 
a and combat black markets 


/” The campaign which started Aug. 
> 2, in Columbus, Ga., at a mass 


~~ meeting of more than 2,000 


=" housewives and merchants, is now 
_ Minder way in more than 25 states 


fe ee 
ey 
& 


NOTE that Building Service Em-| 
ployes Union Local 6 of Seattle! 
has asked the City Council to pass 
an ordinance forbidding the sale| 
of goods at prices above ceiling. This| 


OPA regulations.” 


nel to local’ union groups. 


Score to Win the War.” What they 
did and what they didn’t do. 
delegation is complete without one. 
Five cents a copy; 100 for $4.25; 
500 for $18 from CIO Publicity 


ae Dept., 718 Jackson Pl., NW., Wash- 
ae been announced by the OPA."\ington 6 D. C. 


are dependent for their manufac- 
ture cn glycerine. Every pound of 
fat yields one tenth of a pound of 
glycerine. Remember the next time Maj. Gen. Burdov; the 65th Tank 
_|you pour was‘e fat cown the drain.| Brigade under Col. Shevchenko; the 


| But of course you bring yours to the|189th Independent Selfpropelled 
butchers, — Regiment unter 


Lista saa SBA Mores 5 
ote PN Recta tela et 


part. Nearly one million pledges 
have already been signed. 

Those signing the Home Front 
pledge agree (1) “I will not pay | 
more than top legal prices,” and 
(2) “I will accept no rationed 
goods without giving up ration 
stamps,” So far old stuff, you say. 
But the program calls for some 
real community participation— 
mass meetings, trade union activ- 
ity, and OPA-public cooperation. 
To quote Chester Bowles, OPA 
general manager, “This. . 
people’s program . , . . it is not 
the government which must fight 
black markets or rising living | 
costs. It must be the people. .. .” 

The Home Front pledge pro- 
gram is a people’s program. We'll 
give you the details next week 
perhaps and you'll cee for yourself. 
But while we like the program, 
Mr. Bowles, we sure would like to 
see you and your colleagues in 
there fighting harder and with 
our help for roll-back, grade 
labelling and more stringent en- 
forcement policies. 


IN BRIEF 


mander to Col. 
and Army General Malinovsky: 


ing the fascists. Every one of the/ple’s revolution in Europe than they 
|50,000 appointees of fascism must be/are to defeat Hitler, who are more 
interested to defeat Roosevelt in 
1944 than Hitler in 1943. 


Assemblyman Jchn J. Lamula: 


The surrender of Italy is the final 
step to liberation from the fascist 
yoke for the Italian people. . 
Proper 
treatment now will demonstrate to 
all people America's integrity. 


urderstcnding and fair 


Ardulio Susu, president Cook's 


Local 89, AFL: 


As a member cf the American 


Federation of Labor, I can only re- 
echo the statements made by some 
of our outstanding leaders, when 
the Italian workers a few weeks ago 
According to OWI there are five “helpful hints” from \“efied the martia: law issued by the 


: itler via th n . «4 + |'Badoglio-Savoy regime, 
Hitler via the enemy shortwave: “Make England pay Cash|on strike, demanding peace. The 


and went 


this 
fighting on the sice of the Axis did 
not have any guts, and you also 
heard that the American soldiers of 
Italian origin fighting on the side 
of the United Nations have covered 
themselves with glory. My friends, 
the answer to that is that the Amer- 
ican sokjiers of Italian origin have 
something to fight for, and fight 
like wildcats to preserve it, while 
.jthe Italian soldiers fighting for 
Hitler’s gang of cutthroats ~were 
‘fighting for nothing but slavery. But 
now that they nave something io 
fight for, watch their smoke. 


stomach for this war. . 
choice. I know he will relish the 
war against the Nazi... 
his choice. I hope ne fights that war 
as courageously as do the Itale- 
Americans in our own armed forces. 


American Federation of Labor then. 
asked the Office of War Informa- 
tion to transmit to the Ialian work- 
ers a message on behait of their six 
million members, that they are be- 
hind .the Italian workers in their 
struggle for freedom... 


Our purpose is not only to have 


unity in this struggle against fas- 
cism among the ranks of labor, but 
our aim, regardless of difference of 
opinion, is to unite all sections of 
the Italian-American communities 
throughout the ccuntry. behind the 
national war effort, and behind the 
struggle for a free and democratic 
Italy. 


Assemblyman Frank Rossetti: 
You may have heard that during 
conflict the Italian soldiers 


State Senator Richard A. Di Cos- 


tanzo: 


The Italian soldier has had no 
. he had no 


that is 
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(Continued from Page 1) 


Gen. Tolbukhin 


Troops of the southwestern front, 


icontinuing their successful offen- 
‘Sive, today, the 10th of 
te captured the town of Barvenkovo, 
and the town and most important 
railway junction of Chaplino. 


ptember, 


Today troopS of the southern 


front, by a vigorous blow, captured 
‘the most important rail junction 
‘of the Azov netork, the town of 
‘Volnovakha, and advancing along 
‘the coast of the Azov Sea liberated 
‘from the German invaders the 
large center of the metallurgical in-| 
dustry of the south, the town and 
port of Mariupol. 


This new success has been 


‘achieved by our troops in the south 
as the result of a daring maneuver 
of mounted and mechanized forma- 
‘tions which broke into the rear of 


BUFFALO AFL has local union | the German troops. 


PETER CACCHIONE, PLEASE 


Gen. Selivanov; 
Lieut. Gen. Pushing and Lieut. Gen. 
‘Russianov; troops under Lieut. Gen. 
Chaikov and Gen, Lelyushenko and 
Lieut. Gen. Fomenko; pilots under 


was done in order to, “throw the city | Lieut. 


law enforcement machinery Chirikin, and Maj. Gen. Kutikov; 
7 Oe ee! sailors under Rear Adm. Gorshokoy 


Consumer Committee plans under) 

way and has printed and distributed | wrartupey Be ee geo ia 
| 100,000 complaint forms to be used 
for reporting ceiling price viola- 
tions. 


Barvenkovo, Volnovakha 


and Chaplino, the following troops 
distinguished themselves: 


Don Cossack Cavalry under Maj. 
tank men under 


Gen. Studenko, Lieut. Gen. 


A UNION CONSUMER COMM—T- | “2° landed west of Mariupol. 


TEE IN MILWAUKEE made up of | Particularly distinguishing them- 
representatives of various women’s Selves were the llth Guards Don 
auxiliaries meets weekly with the Cavalry Division under Col. Slain; 
OPA District Information Officer,|the 130th Taganrog Rifle Division 
Serves as direct information chan-|Under Col. Sechov; the 221st Rifle 
Division under Col. Blazhevich; the 


ALL REPRESENTATIVES AND 3rd Guards Rifle Division under 


LIPE-SAVING SULFA DRUGS 


> 


e- 


SENATORS are listed in “Keeping Maj. Gen. Tsalikov; the 39th Guardg 
Rifle Division under Col. Dzutov: 
No|the 5th Guards Mechanized Bri- 
gade under Col. 
6th Guards Mechanized Brigade 
under Col. Temenko; the 12th Mo- 


Khatronov; the 


torized Rifle Brigade under Lieut. 
Col. Zharvo; the 3rd Tank Brigade 


under Lieut. 


Col. Delyatko; the 


39th Tank Brigade under Lieut. 
Col. Bespalov; the 3lst Guard In- 
dependent Tank Brigade under 


Light 


Artillery 


Col. 
Battalion under Capt. Nesterov. 


Rifle 
the Independent Tank Brigade; the 
189th Independent Self-propelled 
Light Artillery Regiment; the 517th 
Independent Tank Battalion; the 
135th Taganrog Rifle 
which for the second time distin- 
guished itself in fighting against 
the German invaders 
is to be awarded the Order of the 
Red Banner. 


Gurin, and the 517th Tank 


Formations and units which dis- 


tinguished themselves fighting for 


Mariupol, Volnovakha, Chaplino 
and Barvenkovo are to be awardéd 
the names: 


Mariupol—the 22lst Rifle Divi- 


sion and the 9th Guards Fighter 
Aviation Division. 


Volnovakha—the 1ith Guards 


Don Cavalry Division; the Third 
Guards Rifle Division; 
Guards Mechanized Brigade; 
Sixth Guards Mechanized Brigade: 
the 12th Motorized Rifle Division; 
‘the 65th Tank Brigade. 


the Fifth 
the 


Chaplino—the Third Tank Bri- 


gade; the 39th Tank Brigade. 


Barvenkovo — the 39th Guards 
Division; the 3lst Guards; 
Division 
which 


and 


Today, the 10th of September, at 


24 hours Moscow Time (midnight) 
‘the capital of our Fatherland on 
behalf of the Fatherland will saluté 
our valiant troops who liberated 
Mariupol, 
and Barvenkovo by 20 artillery 
Salvoes from 124 guns. 


Volnovakha, Chaplino 


For excellent military operations 


I express my gratitude to troops 
under your command who partici- 
patel in the fighting for Mariupol, 
Volnovakha, Chaplino and Bar- 
venkovo. Eternal glory to the heroes 
who fell in fighting for the liberty 
and independence of our Father- 
land. Death to the German in- 
‘Vaders, 


Signed the Supreme Commander ; 


Marshal of the Soviet Union, Stalin. 


DID YOU LIKE IT? 

We would like to hear 
from our readers on how 
they liked Nya Ehrenburg’s 
“Fall of Paris,” the seriali- 
zation of which is being 


DEN*= didn’t rush towards 
him, didn’t embrace him, 
didn’t say anything. Only she 
did not take her tear-filled eyes 
of him, and in those eyes was 
something of fear and something 
of delight. 
{Michaud was smiling. Then he 
felt awkward and said: “What's 
the matter with you, Denise?” 
. He had longed so much for 
this meeting! Nine days ago he 
had hit a sentry on the head 
with a rock. The rock was hot 
with the sun’s rays. The Ger- 
man’s short shadow had dis- 
appeared. Then Michaud lay in 
a gulley till nightfall, 

An old woman gave him some 
clothes and said he could stay in 
her house until morning. He sat 
gazing at the white wall while 
the woman altered the buttons 
on the jacket. It had belonged 
to her late husband, the director 
of the Catholic Guild of St. Just. 
Michaud asked her what was in 
the papers. She told him she no 
longer read them, as they had 
now become German. The clock 
on the wall struck the four with 
long pauses between the strokes. 
Neither of them thought about 
going to sleép. They talked from 
time to time, and their con- 
versation was disjointed and 
rather strahge. 


“His name 
Michaud said. 
munist, too.” 

“IT live in another world. I’m 
a believer. But Hitler...” 

“I loathe him!” 


“That’s why I let you in. 
They’ve put up notices at St. 
Just. Anyone who helps pris- 
oners will be_ shot.” 


“They led me out. They put 
off for:a day. It was morning. 
The birds .. .” 

“I’m fifty-eight—getting on, 
but it’s still life. Everything is 
all mixed up. My husband 
thought we'd all be ruined 
through you Communists. I 
thought so, too. Perhaps that was 
true—yesterday. But now—I used 
to take L’Ordre. Ducane wrote 
that the Communists were pa- 
triots.” 

“Ducane realized that too late.” 

“But all of you were too late. 
And the Germans came. Now I 
wonder where the truth is—not 
the truth for one year, but the 
real abiding truth.” 

Her dim eyes rested on the 
plaster figure of the Crucifix. 
The grey dawn peeped in through 
the chinks in the window. 
Michaud thought of Denise, 
warm and alive. He picked up 
his cap and said good-bye. 

And now Denise was at his 
side. But she was not laughing. 
He kissed her and her lips were 
cold. 

“Denise! What's the matter 
with you? See, I’ve got away. 
I've escaped.” 

She burst into tears and wept 
noisily like a child. ‘ Michaud 
tried to soothe her. “I’ve escaped!” 
he kept saying. “Don't cry, 
Denise!” 

“Michaud,” she said through 
her tears, “When you kissed me, 
I felt so terrible. I don’t believe 
I’m alive. You don’t understand? 
I can’t tell you what I mean. 
I feel as though we're, all dead 
and we're only pretending to be 
alive because the Germans have 
ordered us to live.” 

He did not reply at once. He 
did not want to admit that he 
had felt like that himself more 
than once after Arras. He had 
said to himself he must not be 
pusillanimous. The thought of 
Denise sustained him. He imagin- 
ed for some reason or other that 
Denise would meet him with a 
smile, a warm hand, and life. 
Her despondency perplexed him. 
He stroked her hand in silence. 

They were in the little iron- 
monger’s near the Porte de Ver- 
Sailles. It was here that Denise 
and Claude printed the leaflets. 
Denise had been calm until the 
moment she met Michaud. She 
had talked to Claude about the 


was Legrais,” 
“He was a Com- 


struggle, strength, and victory, 


Now she was alone with Michaud. 


been waiting for him. He had 
been beginning to feel ashamed 
of himself. Denise had thought 
he was ashamed on her account. 

“We'll get to work,” he said. 
“It’s a good thing Claude is 
with us. Claude, it’s remarkable 
that you’ve been able to find the 
type. Now we can print leaflets.” 

“Five hundred at. the most,” 
Denise said with a sigh. 

“That’s just to begin with, and 
it’s a good thing too! We've got 
to begin all over again. L’Hu- 
manite ran into half a million. 
But we were beaten all the same. 
We've got to get over this period. 
All the decent people are be- 
wildered at present. And the rot- 
ters are triumphant. I saw 
Doriot’s paper today. He’s as 
proud as a peacock. You'd think 
he'd taken- Paris. We must live 
through all this. Do you realize 
what it means live through Fas- 
cism? Thousands of books will be 
written about it as an era in 
history. In a hundred years... 
But we'll live through it in our 
day and we'll win. I'll say we 
will, and how, Denise!” 

Denise clutched his hand. 
“Michaud!” she said. 

Michaud now appeared to her 
as she had known him before. 
That meant that she too was 
alive. And Paris was alive. And 
it was possible to live through 
all this and to win. ... 

“They've got enermous 
strength,” said Claude. “Troops 
are passing through every night. 
Now they’re going from the south: 
to the sea. They want to take 
England.” 

“They want,” Michaud smiled. 
“It has got to be seen whether 
they will. Did they take Paris? 
It was simply dropped into their 
mouths. Anyhow, Churchill isn’t 
Petain. I don’t say the Germans 
haven't great forces. I’ve seen 
what a lot of tanks they’ve got. 
And they’ve got organization. 
Everything’s run in the German 
way. But they'll meet. their 
match, they’re bound ‘to meet 
their match. Maybe in England, 
maybe in some other place. I 
don’t know, but they’ll meet their 
match. We're stronger.” 

Denise raised her eyebrows. 
“How are we stronger?” 


“Reckon .it up. England—that 
is, the Navy, the Royal Air Force, 
the people. America. Then look 
at the conquered countries. All 
the nations:: Norway, Holland, 
Denmark, Belgium, France, Po- 
land, Czechoslovakia—seven, I’m 
counting them on my fingers. 
They’ve got no army, but the 
people are also a force. And do 
you think we haven’t our own 
people in Germany? We have. 
You wait. But the principal force 
is Russia.” 


“But they've got the pact,” 
sighed Claude. 

“What of it? Hitler is: bound 
to attack them. Do you think he 
can put up with the idea that 
such a power exists? Even a 
child can understand that. The 
Russians will show him some- 
thing. We'll see the Red Army, 
Denise. We're bound to see it.” 

“Say: ‘and howl’” Denise 
laughed. 

“I will—and how!” 

Claude went out to get some 
paper. As he went along he 
thought over Michaud’s words. 
If Michaud said a thing it was 
sure to be true. Claude was smil- 
ing—in a dirty, forsaken street 
in half-dead Paris. He looked at 
the German soldiers and smiled. 
He did not see them; he saw 
something else—a tiny red star 
amid the white mist. Thin, worn- 
out with his advancing illness 
and all the privations he had 
suffered, he beamed like a child. 
He took a piece of chalk out of 
his pocket and after glancing 
about him, wrote upon a grey 
patch of wall: “Hitler began it. 
Stalin will finish it’—and winked 
at the blackbird on the blue 


r 


SYNOPSIS: France's betrayal 


ceptance of the armistice terms 
treachery—the French government. 
THROUGHOUT FRANCE, however, and particularly in Paris 
coming to the fore, sabotaging 
the enemy-controlled industries, making life unbearable 


itself, French patriots are 
for the Nazis. 


AMONG THESE patriots are Michaud and Denise Tessa, daughter 
of the traitorous minister, Paul Tessa. 
her father’s home and became a Communist, is a courageous 
underground worker. Michaud, a Communist leader, is a 
veteran of the International Brigade, which sought to help 


stop Hitler in Spain. 


has been completed with the ac- 


by that fleeing ghost of 


Denise, who left 


came back and said: ‘You're still 
here? What are you waiting for? 
Your father is already in the 
English heaven.’ Michaud, are 
they human beings?” 

“No. They’re Fascists. I’ve 
seen just the same, They killed 
a child. No, I won't talk about it. 
But there’s going to be happi- 
ness, Denise, a great happiness! 
Don’t you believe it? You must 
realize we’re going to win. It’s as 
simple as day after night or 
spring after winter. It can’t be 
otherwise. What fine people 
we've got! The’re ready to lay 
down their lives. But whom 
Have the others got? Robbers. 
Or degenerates. We're bound to 
win! And then there will be 
happiness. How the people have 
longed for it! Big, simple hap- 
piness, the simplest happiness 
even—to live and breathe, not to 
fear the sound of footsteps, not 
to hear the wail of sirens, and 
to fondle children, and to love, 
just as you and I.... It will be 
happiness, . . .”. 

She answered gravely, like an 
Amen: “So it will.” 


| was a hot morning. For a 

long time Andre stayed in his 
Studio. He was afraid to go out. 
Yesterday he had heard that 
Laurier had been killed. They 
had shouted: “Jew!” and torn 
the black bandage from his dead 
eye. 

Andre pacéd up and down the 
studio all night long, asking him- 
self what was the use of defend- 
ing that hill, what was the good 
of that friendship? They had 
left him, but had taken Laurier 
away somewhere. He had looked 
at the terrible city with one eye. 
It was a treacherous city. : 

Why did Andre leave his ref- 
uge? Why was he walking about 
the odious streets? 

Again the beauty of his be- 
loved city took hold of him in 
spite of everything. Paris was 
still as beautiful as ever) in spite 
of its shame. His fists were 
clenched, but his eyes could not 
help admiring what they saw. 
The grimy houses of the Ile St. 
Louis, the waters of the Seine, 
mysterious as Lethe, the dimly 
perceived, pale sky—all this fas- 
cinated and soothed him. He 
thought: “We have seen .many 
other things 
were, we shall be,.we are Lutetia, 
the ship, the city of Paris.” 

He walked as far as Chatelet. 
He was amazed; he still could not 
get used to the quiet. _Motor-cars 
had disappeared. The people 
never laughed, and talked in low 
tones. Under the arcades of the 
rue de Rivoli there was a dull 
thudding as the German soldiers 
entered the shops and restaurants, 
stamping their feet as though on 
parade. The women looked paler 
than before, Either they had 
stopped making up their faces or 
they were feeling ill. Everybody 
tried to look: plainer, less notice- 
able, more significant. Like in- 
sects, Andre thought. It was a 
body without a soul—the architec- 
ture and bones of Paris. But it 
was not Paris; it was another and 
an alien city. 

The sound of trumpets made 
him shudder. He had not no- 
ticed that he had reached the 
Place de JlOpera. Grey-green 
German bandsmen were sitting 
on the steps of the opera house, 
blowing trumpets. There was 
something painfully pauperish in 
the German march, something 
akin to the tramping under the 
arches: life was marking time to 
the soldiers’ boots. German offi- 
cers were lounging on the cafe 
terraces, surrounded by gaudy 
girls. But the sky was the same 
—the high sky of Paris. 

Andre leaned against a wall. 
He tried hard to realize what was 
going on.in front of him, but he 
was unable to think. A dull tor- 
por took possession of him again. 
Individual pictures came and 
went incoherently—an officer 
with a monocle in his eye, @ 
fountain with a nymph and & 
dried-up bowl, the tall grass on 


‘the paths of the Tuileries, and a 


He waved it aside dis- 
She whispered like a 
: “I know, I have a 
little sister.” 

He gave her a coin and glanced 
casually at the date. He could 
not help smiling. It was the 14th 
of July. Perhaps that was why 
the Germans were @lowing the 
trumpets? Nobody remembered 


that today was a holiday. Every- 


dé. 


besides. this;. we } 


ceived, I go to meet my death.” 
They were only the words of an 
advertisement in those days. 
Nobody wanted to understand 
that a lonely woman was crying 
out in the night and that France 
was crying out with her, dead and 
covered with the dust of the road 
and blood, 


He was saying all this to him- 
self after he had climbed the 
stairs to his studio and was 
standing at the window. The 
rue Cherche-Midi lay before him. 
German soldiers were marching 
down the street. Today Joseph- 
ine had said: “I’m going to open 
the restaurant. I got to live.” 
She had looked at Andre with 
an air of humiliation, as though 
his silence insulted her. Yes, 
she would make ragout for the 
Germans. The cobblers would 
sole their boots. The florist 
would die. Another would take 
her place and hand a bouquet to 
a monocled German officer. The 
street was like Paris: nobody 
could get out of the circle. No, 
there was no way out. One might 
as well hang oneself on that hook. 

And Andre could no longer 
take his eyes off the dark spot on 
the grey wall. 

When he heard a knock at the 
door he was embarrassed, as 
though he had been discovered 
doing something wrong. It was 
only when he got to the door 
that he wondered who it. could 
be. If it was the Germans... 
but he did not finish the thought. 

A German came into the studio. 
Seeing the grey-green uniform, 
Andre smiled. 

“Anyhow, it will be much bet- 
ter,” he said. “You can take me 
along. I won’t bring anything 
with me,” 

“Don’t you recognize me?” the 
German said, “I used to live at 
Madame Coad’s. I liked your 
landscapes very much. We got 
acquainted with each other in th 
Smoking Dog.” 

The German wanted to shake 
hands, but Andre did not offer 
his hand. 

“Tt remember,” he said. “You 
were interested in fishes. It was 
called—I've forgotten the word.” 

“Ichthyologist.” 

“Yes, that’s it. You told me 
that Paris would be destroyed. 
Probably you were more interest- 
ed in espiange than in fish when 
you were here: You knew all the 
streets of Berlin. ‘Well, are you 
satisfied? It’s true, you haven’t 
destroyed Paris,” He went close 
up to the German, “But do you 
think you have taken Paris? 
Nonsense, monsieur, it’s your dis- 
eased imagination. Paris has 
gone away. You'll tell me it will 
return. I deny it. Josephine has 
opened her restaurant. People 
are coming back, but not Paris. 
Paris will not return. It no longer 
exists. Not anywhere. And now 
enough of talk! Take me along.” 

“Where to?” 

“t don't know. You know bet- 
ter. To the Commandant’s of- 
fice, to the wall, to the pit, damn 
it all!” 

The German said’ nothing. 
Andre went or. shouting abuse. 
At last the German said: “Why 
be offensive?” 

“It’s impossible to be offensive 
to you. First, you've got tanks; 
second, bombers; third, machine- 
guns; fourth, tommy guns; and 
fifth, your dull-witted head. As 


for me, there’s that hook. Take - 


me along or I'll strangle you.” 

“Tt’s not for me to take you 
anywhere. I don’t even know why 
I. came to see you. I suppose I 
remembered you and felt I'd like 
to see you. Today the lieutenant 
told me I was a bad German, 
It’s very odd—maybe tomorrow 
they’ll shoot me.” . 

“Is that so?“ There was neither 
surprise nor sympathy in Andre’s 
voice. He shrugged his shoulders 
angrily. He had expected death 
and it turned out to be the 
ichthyologist with his own pri- 
vate dissatisfactions. “What is it 
you don't like?” Andre asked. 
“The food? Or are you afraid 
your fish will eat you in the 
Channel?” 

“J don’t know how to explain 
it. What is it I don’t like? My 
fellow countrymen in Paris, I 
don’t like the fact that I’m in 
your studio with this uniform 
on.” 

“Ho-ho! So you're an aesthete. 
Ash-grey tones and so on. But 
do you realize, monsieur, that 
I’m a Frenchman?” 

“Tt do realize it, It’s the very 
thing that hinders me from 
speaking. I thought we were 
people of the same culture. But 
there is a gulf between ys. I 
don’t know how it can be filled 


“Neither do I.” Andre’s voice 

became more gentle. “It will 
have to be filled up with blood, 
It won't be able to be done with- 
out blood here.” 

“Isn't there enought of it al- 
ready?“ 

Plenty. But not the right sort. 
And now go away. 

“I know I must go. This is all 
very much out of place. It was 
a foolish idea, my coming here. 
I’m going to ask you a foolish 
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The State CIO Council has added Ben Fielding to its staff as 
research director, Harold Garno, Council secretary, said yesterday. 
-Fielding was formerly a city employe, associated with City Council 
President Newbold Morris. ... Officers of the State CIO are working 


overtime in preparations for the 
in Buffalo. 


state convention Oct. 29 and 30 


Vacations with pay are looming for the entire membership of 
the Amalgamated Clothing Workers of America, CIO, Louis Hollander, 
co-managér of the ACW’s New York Joint Board told a meeting of 
Local 22 here this week. ... If the ACW wins this it will be the first 


major union in the needle trades 


to accomplish it. ... The Inter- 


national Fur & Leather Workers, CIO, is also undertaking to estab- 
lish a similar arrangement for its membership. 


The National War Labor Board has granted a $3 a week increase 
in pay, retroactive to Feb. 1, to warehouse employes of the Inter- 
borough News Co. Book and Magazine Union, Local 18, represents the 


workers. 


. » « The National Labor Relations Board has approved 


Bakers Local 1's application for an election at the Horn & Hardart 
commissary. The poll will be held within three weeks. 


Under a new War Labor Board ruling, firms employing 30 or less 
people may give merit increases without taking each individual case 
before the board. Such raises can be given if the total of increases 
for any person does not exceed 10 cénts an hour during any year, 
beginning with last July, or if the total of increases during any year 
is not over an average of five cents an hour — time for all 


the employes. 


Labor has set a record in bond buying that is nothing to sneeze at. 


The War Production Board's 


Labor-Management Division reveals 


that purchases are much higher in plants where joint committees 
exist than where they don’t. The government division adds these 


significant facts: (1) 27,000,000 


bond plans today, as compared to 16,000,000 a year ago; 


workers are enrolled in payroll 
(2) they 


buy $425,000,000 worth of bonds a month regularly now as compared 
to $153,000,000 worth a year ago; (3) there is a 57 per cent jump in 
the amount set aside by each worker who has increased his purchases 


from 5.8 per cent to 9.1 per cent. 


Even little things go a long way in developing international labor 
unity. Stephen Hyk, a member of the Textile Workers Union, CIO, 
and president of the South Jersey Joint Board found a membership 
card while sorting wool at his Camden, N. J., job. It had been dropped 
by a member of a textile workers’ union in Australia, source of the 
wool. Hyk wrote to the Australian Textile Workers Union in Sidney, 


returning the card, and urging 


greater cooperation between their 


union and his own. Recently a réply came from R. H. Erskine, sec- 


retary of the Australian Textile 


Workers Union. Erskine thanked 


him for the card, told how unionists there were working for victory, 


and extending greetings. 


One out of every five people in Warren, O., 
signed a CIO petition urging the 


(pop. 40,000) has 
immediate rollback of prices. 


United Electrical, Radio and Machine Workers and their Women’s 
Auxiliary did the job of getting public support. They brought tables 
out on the public square for the first time in the city’s history. 
Earlier, the UE added to the gaiety as well as the history of the 
town by running a dance in the public square. Fifteen hundred 


were dancing in the streets. 


When the War Labor Board ordered the Atlantic Basin Iron Works 
to sign a contract with Local 33, Industrial’ Union of Marine & Ship- 
building Workers, CIO, or else, it provided what the union hopes will 
be the end ef a hide and seek game. Bernard M. Moran, head of the 
company, had the habit of going inte hiding when the union sought to 
negotiate. It got so bad that the union nicknamed him Bernard A. 
(Not Available) Moran. On one occasion, the union amused Brooklyn 
by putting an advertisement in the Brooklyn Eagle declaring Moran 


“missing.” 


The order, which puts the matter in the hands of the 


President, and War Labor Board, is expected to end the high jinx. 


Jamaica Farm Aid 
May Extend Stay 


By Eugene Gordon 
Many of the 10,000 Jamaicans brought. to the United 
States last spring to help farmers through the crisis of the 
labor shortage may renew their contracts for an additional 
six months. In that case they would return to their island 


home next spring rather than this autumn. 
This possibility was voiced yes-@— 


terday by Philip N. Blake, himseif 
a Jamaican, who, with others of his 
countrymen prominent among the 
Negro people of New York, has in- 
terested himself in the welfare of 
these volunteers for work on United 
States farms as their contribution 
to the anti-fascist war. 

Approximately 400 delegates rep- 
resenting the 10,000 Jamaican farm 
workers were welcomed on Labor 
Day at Randalls Island by the 
citizens of New York. A cricket 
match was played for them, some 
of the visitors participating, in the 
stadium, The visitors that eve- 
ing were given a reception and din- 
ner in Harlem. 

Pahoa CONTRACT 
The Jamaicans were brought to 
the United States under contract 
with their goverriment and ours, on 
the one hand, between prospective 
employers in the United States, on 
the other. Contracts are dated from 
the men’s signing up in Jamaica 
rather than from the time of their 
arrival at New Orleans (general 
center of debarcation). 

The Farm Secucities Administra- 
tton has principal charge of the 
men, They work under the imme- 
diate supervision, however, of the 
War Food Administration. Their 


ly, scattered through Ohio, Michi- 

gan, Illinois, Wisconsin, Minnesota, 
saan. New York, New Jersey, Con- 
and Pennsylvania. 


ILL. G. Workers Cable Labor Unity Plea 


*{Q00 Petition 


British Labor, 

More than 3,000 New York mem- 
pers of the International Ladies’ 
Garment Workers’ Union yester- 
day cabled the British Trades 
Union Congress at. Southport, 
England, a plea for real allied la- 
bor unity, including the Soviet 
Union. 

Their action constituted a smash- 
ing repudiation of Isidore Nagler, 
vice-president of their own inter- 
national, who, a day earlier, as 
AFL ‘elegate to the British parley, 
sought to torpedo unity by slan- 
dering the Soviet labor movement. 
Many numbérs of Cutters Local 


10, of which Nagler is manager, 
were amon gthe 3,000 or more 


signers. . 
Their petition was one of scores, 


Hellcat Against the Axis 


| office took $600,000; 


Amalgamated 
Buys $2,520,000 
War Loan Bonds 


and Navy.” 


day, the 


Pund, $120,000. 


Of the amount subscribed yester- 
national Amalgaraated 
the Amalga-|production, manpower and War La- 


and the Laundry Workers’ Benefit)... would threaten the “entire in- 


The amount subscribed, Jacob, S.\that the failure of the Boeing plant 


declared yesterday, is exclusive of taste of what will happen unless 
war bonds being purchased during |aircraft plants use labor more ef- 


UAW Leader Bids 4 


ManpowerProgram 


WASHINGTON, Sept.. 10 


steen, vice-president and aircraft division director of t 

United Automobile Workers (CIO), said today that en 
neering problems, design changes, faulty material supply a nad 
delayed conversion or retooling of plants—not labor she =f 


organization that unlimited sup- 
plies of labor to the industry in the 


to increase the output of no more 
than one out of the scores of air- 
craft plants in America,” he said. 
In a statement directed to Army, 
"| warned, however, that labor short- 


dustry within a few months” and 


duction schedule was only a fore- 


ai ages—have been responsivle for the® 
Clothing Work-|lag in aircraft production. 

Phgpesear eg ni 70 #3520000 “It is the considered opinion of our 

of the Third War Loan, under its 

own slogan: “We Ciothe the Army|month of July would have served 


Two Soviet 


.|September and October by Amal- | fectively. 


gamated members throughout the 


DEFER PLANE WORKERS 


Delegates in 


of messages, most of them from 
official state AFL bodies, locals and 
individual leaders sent to the 
British Congress urging full scale 
labor unity of American, British, 
Soviet and Chinese unionists for 
victory and a ‘asting peace. 
100,000 AFL’ers PETITION 

Approximately 100,000 AFL mem- 
bers from New York alone are 
covered by unity pleas adopted by 
locals in the city. Thousands of 


Some Hocus-Pocus 
2nd Front Statistics 


elsewhere in the country. 
Nagler, 


dered our Soviet ally, saying: 


trade unions of any country.” 


there. 
ILGWU WORKERS PLEA 


Committee for 


rvs 


necessary for the defeat of th 
Axis powers and to guarantee or 


table. 
“We are therefore 
establishing trade 


Soviet 


victory.” 
The petition bore this statemen 


ers of diversified national origin. 
“The first and foremost task o 
all labor and the people is to con 


the shortest possible time,” 
message which Arnold Ames, com 


the petition to Britain. “The open 


country and against which they al- 
Ways react. Mr. Blake added: 

DISCRIMINATION BARRED 

“It should be emphasized that 
each man’s contract included Ex- 
ecutive Order 8802, barring discrim- 
ination in war work. Happily, be- 
cause of this fact and because of 
the good Americen sense displayed 
and the right type of American 
with which the men have come in 
contact, real unpleasantness has 
been averted.” 


Mr. Blake asked that the 
Jamaicans not be confused with 
a:group of workers brought to the 
United States from other islands 
of the British West Indies, the 
Bahamas. The Bahamans, he 
pointed oyt, are concentrated is 
the South. 

“It has been said that these men 
are the backbone of Jamaican agri- 
culture,” Mr, Blake said, “and that 
is true. Névertheless, in particular 
cases, there aré a great many who 
have never tilled the soil—whicn 
fact does not mean,” he added. 
“that’ they have no knowledge of 
agricultural economy.” 

Thus, most of them have come to 


the United States et some sacrifice. 
It is a sacrifice, however, 
“quite willingly make, 

that they can achieve the self gov- 


they 


Europe is the surest 
speedy victory over Hitlerism. 


Great Britain 
Union.” 


OTHER AFL UNIONS 


State Federation of Labor, th 
Building Service Employes Inter 


State 
Winnipeg, 
Labor Council, the Barberton, O 
Central Labor Union, 


others joined the movement from 


veteran enemy of the 
Soviet Union, flouted that senti- 
ment in his presentation before 
the British meeting. Past of the 
clique which sought to provoke 4&/ in favor of a real second front now 
rupture in Soviet-American rela-|}as been the obvious fact that the 
tions over the execution of Ehrlich} great bulk of the Germany Army 
and Alter, Polish spies, she slan-|is engaged in defensive battles on 
* |the Eastern Front. 

“Soviet trade unions are not free 
labor organizations in the demo- commentators here who are opposed | ° 
cratic sense of the term. We &f€\to a speedy attack on the heart 
opposed to any liaison with such) of Nazi Europe, even now after 


An interesting sidelight to 


lies in th efact that members of ) 


his own family, natives of Pland, 
were saved from assassination by/this important question. Instead of 
the Nazis, by the Soviet Union) clarifying the public, they have 
and are now being given asylum|teen giving out a bewildering se- 


Friendship, told the British Con- 
gress: 


ganized labor a place at the peace 


in English, Yiddish and Italian and 
signers represented garment work-| foyr-atths of the German ground 


“Secondly, to insure this victory 
and guarantee a peoples’ peace we 
must strengthen the unity of the 
three leading powers of the United| ¥@8 in flat contradiction to a state- 
Nations, namely, the United States, 
and. the’ Soviet| Byrnes, War Mobilization Director, 


national Union, Jamestown, N. Y., 
Central Labor Union, Ohio State! anies. ’ 
Federation of Labor, Connecticut! 


Europe? 


being battered by the Red Army on the Eastern Front, and 
how many are available to combat an invasion of Western 


This is no academic question. The strongest argument 


By Adam Lapin 


(Dally Worker Washington Bureau) 


And hose officials and newspaper 


Italy has capitulated, try to conjure 
up visions of overwhelming Ger- 


American military officials here 
ought « make up their minds on 


ries of contradictory estimates 
which van be hardly chalked up to 


the need for secrecy since the Nazis 
The ILGWU ition, organized 
by the Ladies yrmsccs B Workers probably know how many divisions 


American - Soviet | ey ha”e. 


“TYPOGRAPHICAL ERROR” 
This correspondent has seen three 


“We, the undersigned members! sets of figures so far. The one that 
of the International Ladies Gar-|came closest to the estimates of 
,ment Workers Union believe that'the Red Army of the Nazi strength 
international trade union unity is\in Western Europe has since been 


€Cidismiss¢d as a 
“| error.” 

At the tail end of a recent edi- 
torial in the New York World Tele- 


“typographical 


in favor Of| gram appeared a quotation from 
union unity!’ General Marshall stating that “four 
among the American, British and! fths” of the German ground forces 
unions as the necessary) were engaged in active combat in 
backing for the United Nations in| the soviet Union. 

their prosecution of the war for 


As originally distributed to news- 
paper correspondents, the report 
ti said: 

“The Russian Army, engaging 
forces and one-third of the Ger- 
f/many air fleet in deadly and ex- 
“\hausting combat, has dispelled the 


clude the war against Hitlerism in| jegend of the invincibility of the 
said &/ German Panzer divisions.” 


“| This appeared to be an extremely 


mittee chairman, cabled along with significant statement — until the 


“| War Department sent out an offi- 


ing of a major second front in/.js) correction declaring that four- 
way Of &/Afths” was a typographical error 


and should read “two-thirds. 
BYRNES ARITHMETIC 
It appéared significant because it 


ment vn Aug. 16 by James F. 
that the Red Army has only “been 


fighting against approximately 40 
per cent of the enemy’s Buropean 


Among the many AFL bodies! combat divisions.” 
taking a stand for full allied labor 
unity—in flat contradiction t0)t 9 show that even after “Italy is 
Nagler’s—are the Pennsylvania) knocked completely out of the war 


Byrnes’ statistics were designed 


€iand her army surrendered, the en- 
*lemy wiil still have more combat 
divisions in Europe than will the 


They were designed to emphasize 


Federation of Labor, the/the obstacles to an invasion of 
Canada, Trades and) western Europe, to create impres- 


»|sion that with Italy out of the war 


and the)«Germany will be as strong for a 


Vermont State Federation of La~! defensive war as: she ever was for 


bor. 


200 outstanding leaders of ap 


proximately 100 different AFL in- 
ternational unions joint boards and 
Similar action. 
They include such individuals as 


locals have taken 


In New York alone more than 


an offensive war.”  . 
This correspondent called up 


I>, 
a 


Byrnes’ office to find out why there 
was such a startling discrepancy 
between the 40 per cent figure in 
his speech and the 80 per cent fig- 
ure in General Marshall's report. 
Officials there were frankly baf- 
fled, but said they had gotten their 
figyres from the War Department. 
War Department spokesmen were 
also mystified by the startling gap. 
‘It was pretty clear that Byrnes’ 
figures were based on some kind 
of statistical hocus-pocus such as 
throwing in the maximum number 
of satellite troops, including the 
Italian, 


were made .there came the official 
correction from the Depart. 


$2,500,000 per month. 


WASHINGTON, Sept. 10.—How many Nazi troops are |»Y members and their families.” +|gency” in the aircraft production 


country which are expected to total 


“The $2,520,000 Inird War Loan 60-day extension of deferments of 
bonds purchased by the national | aircraft production workers in Cali- 
office of the Amaigamated and its fornia and Washington had been au- 
two subsidiaries,” Mr. Potofsky said, 
“is only an initiai subscription and|request of their employers, expire 
does not include purchase by local | Oct. 1. 

unions and Joint Boards affiliated 
with -the Amalgariated or purchases 


Meanwhile, Lieut. Col. Robert B. 
Coons of the Selective Service sys- 
tem announced that an additional 


thorized. The present 60-day ex- 
tensions, granted individuals at the 


Frankensteen charged that the 
Office of War Mobilization has 
“clearly failed to meet the emer- 


Lieut. Col. Iteik Feffer. 
Professor Michoels and Lieut. ¢ 
Feffer, representatives of 


tere: 


the world, that in the Soviet U 


reception to be held Sunday morn 
ing, Sept. 12, at 10 o'clock at , 


largest single Jewish community: yo 


In any event after these inquiries’ 


FUNDS AND UNIFORMS 


The Amalgamated Clothing Work- 
ers, Mr. Potofsky said, gladly ac- 
cepted the task from the Treasury 
Depariment of helping clothe our 
armed forces by making funds avaii- 
able, as well as making the un 
forms themselves. 


for First and Second War Bond 


purchasés by Armaigamated mem- 
bers, Mr. Potofsky said the union 
and its subsidiaries alone purchased 
$15,000,000 of these two issues. 


The union secretary - treasurer 
proposed that a committee be ap- 
pointed in each shp to promote the 
purchase of bonds and to report 
the amounts to the union office. 
While the Third War Loan Drive 
will be conducted unly in September, 
the Amalgamated Clothe the Army 
and Navy campaign will continue 


ment which gave a new figure just 
about ::alf-way between the orig- 
inal fig'ire and Byrnes estimate. 

~Even if General “Marshall's re- 


Nazis being engaged by the Soviet 
in “deadly and exhausting com- 
bat” is accepted it becomes a pow- 
erful argument in favor of an im- 
mediate second front in Europe. 

General Marshall's report tells 
the exciting and inspiring story of 
how the United States Army has 
been built up to a powerful military 
force of more than seven million 
men, : 

Surely it is not asking too much 
when ihe people of the Sovie: 
Union and the whole world urge 
that this great Army combined with 
that of England tackle at most one 
third of the Nazi Army. 


vised figure of two-thirds of the 


Negroes-Whites Fight 
School Jim-Crow 


(Special to the Daily 7 Worker) 
HILLBURN, N. Y., Sept. 10.—A committee of Negro 
and white citizens of this town has been formed for the pur-| 


until Oct. 31, hé said. The union 


While figures are not avittabte| 


problem, and said its only contribu- 
tion has been the labor priorities 
plan “and the implied threat of na- 
tional service legislation” contain- 
ed in the West Coast plan an- 
nounced last week-end. 

He endorsed the Tolan-Pepper- 
Kilgore bill for an over-all Office 
of War Mobilization with provision 
for labor representation. In addi- 
tion, he proposed: 

1—An immediate conference of 
la‘or, management and government 
on aircraft production problems. 

2.—Elimination of wastage of ma- 
terials, machines and manpower on 
planes of doubtful military effi- 
ciency. 

3.—Design. changes to minimize 
interference with production. 
4—Redistribution of contracts and 
concentration of civilian production. 
5.—Equalization of aircraft wages 
with those in shipyards. 
6.—Adjustment of working con- 
ditions to eliminate absenteeism 
and turnover among women work- 
ers; action to meet housing, medi- 


has devised a speciai poster for ex- 
hibition in each shop. 


cal, eating, child care and shopping 
peotianes, of orkers. Ss 44 


pose of fighting the Jim Crow 
board and J. Edgar Davidson, 


“white” school. 


Parkway Theatre in Brooklyn. 
That the citizens of Brooklyn # 
looking forward to this 4 
one of the most significant 
in the life of the biggest 
community in the United States, is 
evidenced by the fact that Bs, 4 
than 150 prominent leaders of th a 
largest Jewish organizations, such — 
as the American Jewish Congress, _ 
Hadassah, Jewish War Veteran 
Bnai Brith, the Zionist organiz 
tions, and others have azreed ¢ 
become members of the 
Reception Committee which 
sponsoring the mass meeting. 


Join An lo 


from the ‘Trades and Labet! Game 4 
gress, the Canadian Congress of Las 
bor and the Raliway Brother~ 
hoods,” was adopted by the con= 
vention as an aid to “avert in- 


ternal conflicts and strengthen fee) 
bor’s fight for total war policies.” — 


policies of the Hillburn school 
its president, in their deter- 


mination to bar the 80-odd Negro children from the local 


The Negro children, in the mean- 


Furniture Union 
Heads Wire TUC 


Intevnational officers of the 
CIO furniture workers yesterday 
cabled greetings to the British 
Trades Union Congress in South- 
port. , 

“We share your determination 
to see that all forces of the 
United Nations are soon firmly 
united in an invincible pincer 
movement to crush German 
fascism,” said their message, 
| signed by Morris Muster, presi- 

dent, Max Perlow, secretary- 

treasurer, and Ernest Marsh, 
director of organization, of the 

United Furniture Workers. 

“We stand firmly behind CIO 

policy to do everything possible, 

together with your great Con- 
gress, to establish international 
trade union unity among aill 
sections of the labor movement 
in Great Britain, the US.SR., 

China and the U.S.A., and in 

all free nations of the world, 

so that together we may speed 
victory and help forge a people's 


— 


time, are still “on strike” from the 


45-year-old wooden structure to 
which they have been relegated. 
They are supported by their par- 
ents and the entire Negro com- 
munity. The “white” school from 
which they are barred stands across 
the road, not more than .two city 
blocks away. 


Davidson, who waves the Negro 
parents’ protest aside with the re- 
mark that, even so, they are “better 
off than they would be in Georgia” 
and who has received a postcard 
telling him that the town would be 
better off if he were in Georgia, 
declares that the road is the divid- 
ing line between two school districts. 
Davidson made this explanation 
after being notified by Charles A. 
Brind, Jr., counsel for. the State 
Department of Education, that it 


school board “to arrange school fa- 
cilities for both white and colored 
children without segregation.” 
Davidson explains that all the chil- 
dren on one side of the road will 
go to one school while all on the 
other side would go to the other 
school. 

It happens that the road divides 
the Negro and the white communi- 
ties almost in half. The result is, 
with the new ruling, that segrega- 


peace.” 


tion of the Négro children from the 


was “necessary” for the Hillburn. 


| white children would still exist, al- 


though not 100 per cent. 

Hillburn has an overall population’ 
of about 500,, most of whom are 
Negroes. They are self-respecting, 
hard-working people who have been 
made shy and retiring by the Hearst 
papers’ periodic write-ups charac- 
terizing them as “Jackson Whites” 
and branding them “backward” and 
“feeble-minded.” 

Everybody who has come into | 
contact with them knows this to 
be a litel. 

Most of the adult Negro popula- 
tion works in the local mills and 


unionists. Fifty-eight Negro young 
men have gone into the armed 
services from Hillburn. 

The newly formed committee 
pledges a fight to a victorious finish 
against the school board’s policy of 
segregation. 


Argentine Fascists 
P lotting Disturbances 


MONTEVIDEO, - Sept. 10 


(UP). 


day said that special units of the 
Argentine police are guarding the 
U. S. Embassy and the ambas- 


sible disturbances. 


shops. Most of them, also, are trade’ 


Declaring that the question «Of: 
the invasion of Europe “ a 
‘the need for labor unity,” the 
warned that “continuing di 
in the ranks of the Canadian trade 
union movement and the re ‘oa 
of the government to give full rep- 
resentation and partnership in the 
war effort, have the effect of reduc- — 
ing the strength of labor’s role rie 
‘the present time.” The Wartime ; 
Labor Board would “coordinate — 
Canadian labor’s wartime activitiss — 
and nrevent poaching and inter- 
necine warfare of one union against < 
another.” 

The resolution further socised C4 
that such a three-way body would 
— labor to “press more effec- ue 
tively upon the government the | 
common demands of all labor 
unions for total war policies, labor 
Prraentggrentesnigr and genuine War- 
time legislation to protect labor's — 4 
rights and thus enable the labor ~ 
movement to exert its full, united — 
efforts behind the job of winning 
the war and the peace to follow.” 


B’kly Tenants 
To Picket cet Sunday — 


° a 


t 
by baby carriage picket lines Sune — | 
day, Sept. 12, at 12 noon. Partici- — 33 


—Reports from Buenos Aires t0-/ nating in the demonstration will be — 


the C. I. O. Community Coulil # 
representing trade unionists. i. 


sador’s residence in the Palermo|to tell the neighborhood that rent ‘ 
residential district to prevent pos-jincreases are against the Presi- 


dent’s “hold the line ordef.” 


Charles W. Hanson, president of 
the Carpenters & Joiners District 
Council; William T. Browne, Jr., 


Railways 


Engineers; 


president of the New Federation of 
Post Office Clerks; W. M. Welsh, 
international vice-president of the 
International Union of Operating) more 
Prauk J. Shanley, in-) / 
ternational vice-president of the 


By Eva Lapin 
(Dally Worker Washington Bureau) 
WASHINGTON, Sept. 10.—It was 
e than three months ago that 


vy 


Lack Mixcewer-Bie Negroes 


which have been occuring through- 
out the country any layman could 
figure out something was wrong 
with the railroad situation. 


The trouble is—not enough work- 


,|ers. And Mr. Eastman put forth a 


thirteen-point program to ease the 
situation. 


There is only one catch. He ig- 


nn 


Jim-crow practices now being con- 
ducted by the Fair Employment 
Practices Committee nor the public 


hearings on railroad discrimination 
scheduled to open September 15 in 
Washington. 


pursued at once, no matter how 
foreign they may be to past cus- 


But hownere among the remedies 


tS rae ee, 


workers and prisoners-of-war, re- 
gional pools of trained workers, la- 
bor- management committees and 
better eating and training facil- 
ities in the yards 

At the FEPC, where officials are 
busily at work on the forthcoming 
hearings, they admitted being sur- 
prised by the failure of ODT to list 
Negroe workers as the largest source 
of manpower supply for the rail- 
roads, 


The FEPC is investigating 22 rail- 


the Pennsylvania, the New York 
Central, the Baltimore & Ohio, the 
Illinois Central, and all the rail- 


sf se AoE 
sist Fai il i 


On the whole the ODT program 
sounds sensible except for that one a 


es 


coms 
Eyes, ake 


i 


; 


ih 6 Runs | 


mits Rap Braves 10-2 MD 


in the oth 


By C. E. 


p-signed a three-year con 


his fingers. 
scoreless for the rest of the 
the mound for the Bostons b 


When the big rally. sent him to thes 


showers as young Cordoni took! 


The ‘Giants scored two in the’! 


third inning om a double by Nap | 


a 


fourth when Medwick singled to 


| 2 


" Reyes, a single by Kerr, a sacrifice 
or. and an error on Rueker’s 
ground ball by Eddie Joost. 


They added two more in the 


center, Lombardi went out easily, 
Mead singled to left and scored 
behind Medwick when Clyde Kluttz’ 
throw :o second in an attempt to 
Nab M2ad went into center field. 
The Braves came back with a pair | 
Of tallies in the fifth when Joost, | 
Holmes and Ryan drew successive | 
Walks. Charlie Workman then hit 
a fly to center which brought Joost | 


' @eross and then Ross bounded out | 


' © short to bring in Holmes. 


te 


wes 


_ field no-hit in the minors, opened 
‘with an infield hit. Johnny Allen, 


Se Ns anid” bh we 
a 


> 
Me ee ee 


At this juncture the Giants 
started to tee off on Javery. Rookie 
Kerr, who was supposed to be all- 


who relieved Mungo, was safe on a 
fielder’s choice. A moment later 


‘Kerr stole third. Witek kept things 


__ Tolling by rapping a single into 
“right to score Kerr. Sid Gordon 
belted a single to center which 
brought in Allen. Medwick followed 
suit with a one baser to left to 
tally Witek. This was enough for 
@avery and Cordoni came in to 


ime Giants gave Mel Ott a vote of confidence yesterday 


ing out a rousing 10-2 victory over the Boston Braves 
ate the @ Polo Grounds. The game was put on ice by a six-run 
8 a) inning which saw the Giants put together seven singles. 
~The score at the time was 4-2 and the rally made even 
- Ottie Smile from the shadow 
Van Lingle Mungo started for the Otters but was 
Papiced to leave in the fifth inning because of blisters on 
Johnny Allen took over and held the Braves 


in Medwick, Reyes hit the sixth 


Dexter 


tract to manage the club by 


of the dugout. 


distance. Al Javery was on 
ut lasted only until the fifth 


another single to left to score Gor- 
‘don with run No. 4, Mead hit still 
another single to right and chased 


single of the inning to center and 
that brought in Lombardi with run 
No. 6. ... Kerr brought the frame 
to a close by hitting into a sharp 
double »lay. And that was that. . 


GIANTS JOTTINGS 

The voys were congratulating 
Ottie all day over his new con- 
tract. ... Johnny Rucker was 
chased out of the game after a 
brief argument with the umps. 
. + « There were 3,779 fans in the 
place to see the game... . Reyes, 
Kerr have been hitting hard since 
coming up from Jersey City. .. . 
Kerr, though, is no hitter and will 
do well to wind up the season 
- with a .225 mark.... Reyes, how- 

ever, can hit a rather long ball. 


pitch. Lombardi greeted him with 


Admission 85c. 


‘THE VETERANS 
of the 


ABRAHAM LINCOLN BRIGADE 
Present Their Seventh Annual 


Fall Dance 


Saturday, October 9th 
MANHATTAN CENTER 


34th St. and 8th Ave. 


RALPH HAYES and ORCHESTRA 


Tax Included 
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JOE LOUIS 


Standings 


(As of Thursday night) 


AMERICAN LEAGUE 

WwW. L PC. GB 
New York .....81 49 623 — 
Cleveland ..... 69 60 535 11% 
Washington ...71 62 534 11% 
Detroit ....... 69 61 531 4.12 
Chicago ... ..66 63 512 14% 
Bostom .......-62 70 A470 19% 
St. Louis ...... 58 71 450 22% 
Philadelphia ..44 84 344 36 

Games Today 


New York at Boston 
Washington at Philadelphia 
Cleveland at Detroit 
Chicago at St. Louis 


NATIONAL LEAGUE 


WwW. L PC GB. 
St. Louis .....88 44 667 — 
Cincinnati ....72 58 .554 15 
Brooklyn ,.....72 59 .550 15% 
Pittsburgh ....70 66 515 20 
Chicago ....... 61 69 469 26 
BOstOB. ..c00006 56 69 448 28% 
Philadelphia ..58 73 .443 29% 
New York ..... 4 84 349 41% 

Games Today 


Boston at New York 
Philadelphia at Brooklyn 
Pittsburgh at Cincinfiati 
St. Louis at Chicago 


Set. Louis’ Army Tour Helps 
Negro- ‘White Goodwill--LIF E 


George Nicholson, watching 


_ autographing a wounded soldier’s chest cast and visiting’ 


a large group of wounded men. In 

they provide entertainment for the 
here. . . Ed. Note.) 

. * 

Army’s Special Service Division. 

which he will pursue at training 


fight three two-minute rounds 


of what metamorphoses public 


ever fought?” Answer: 


from the physical exertion of 


’ goldiers, officers and men, are 


(The current issue of LIFE magazine has a two-page 
spread devoted to the tour of Joe Louis around the nation’s 
Army posts. In nine photos Sgt. Joe is shown boxing with 


pictures LIFE points out that Joe's visits are valuable not only because 


good-will among Negro and white soldiers... . We reprint the article 


“At Fort Devens, Mass., on Aug. 30, Sergeant Joe Louis began 
a 100-day boxing and physical-fitness tour under auspices of the 


of the crowded routine of handshaking, oratory and. boxing 
coast to coast during the next three months, At each he will 


First Sergeant George Nicholson. 
“To these who remember the tongue-tied, taciturn title- 
winner of six years ago, Joe’s present personality is a revelation 


Affable and at home on his feet, he gives a gracious and fluent 
talk on physical fitness and how to be a good soldier. He responds 
quickly and good-humoredly to unceasing questions fired at him 
by soldier fans. The most frequent question was, “How much 
do you weigh now?” Answer: “Just 215. That’s ten pounds over 
my fighting weight.” Question: “Who's the hardest puncher you 
“Max Baer, but he never hit me.” 

“The next 100 days will be no picnic for Joe, for apart 


strain of constant public appearance. At the end of his swing 
the Army hopes to send him on a tour overseas. There is no 
doubt that Joe’s trip has proved a success from its inception. 
And in it many find not only educational and morale-building 
values, but also a quiet parable in racial good will, for hard- 
working Joe makes a good impression and hundreds of white 


a parade of Army nurses, 


an article which accompanies the 
men but because they help create 


> 


His day at Devens was typical 
camps, posts and stations from 


with his old sparring partner, 


lige and Army life can work. 


daily boxing he will have the 


proud to shake his hand.” 


Soviet Blows Doomed 
Italy, Says Izvestia 


(Continued from Page 1) 


was sealed, and the same fate 


On the night following June 9, 
1940, when Italy entered the war 
on the side of Germany, Mussolini 
proclaimed from the balcony of the 
Palazzo Venice in Rome: “We have 
but one slogan burning in the 
hearts of the Italians from the 
Alps to the India Ocean—this slogan 
is to be victorious.” 

Italy, which has now surrendered, 
can summarize the results. In three 


: 


At Door $1.10 
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What’s On 


- BATES: What's On notices for the 
and The Worker are 35c per line 
to a line—3 lines minimum). 

E: Daily at 12 Noon, For 
andes, Wednesday at 4 P. M. 


TEENTH ST. PLAYHOUSE pre- 
Josh White and his guitar and 

of protest: Bob Dorsey and his 
Db, and his ‘“‘offtime swing’’; Anthony 
#*si, in his exhibitions of Latin Amer- 
§ dances: Folk Dance exhibitions. Subs. 
62 BE. 13th St. 


GENIUS, INC., is throwing a farewell 
party to Dave Platt, America’s leading 
film critic on Sat., Sept. lith, 10 P.M. 
at 111 W. 45th St., prior to his leaving for 
Hollywood. There will be Broadway, Hol- 
lywood comedians, celebrities, singers plus 
Joey Faye, Fred Keating and others. All 
funds to go to two anti-fascist newspapers. 
Admission 

PESTBROOK PEGLER won't be there. 
(He'd better not crash a seaman’'s affair.) 
But you are invited by bus or by jeep. 
To meet the lads just in from the deep. 
Spartacus Club, 269 W. 25th St. Dancing 
etc. 59¢. Proceeds Anti-Fascist Drive. 

STUDIO PARTY. Only those wishing 
to contribute toward Russian War Relief 
invited to join our fun. Entertainment, 


AFIM GEERSH 


_ Ballet School 
For Adults & Children 
CONEY ISLAND AYV., B’klyn, N.Y. 
ay and Wednesday, 4 to 7 P.M. 
. . Saturday, 12 to 2 P.M, 

Also: 1658 B’way, N.Y. Sat. 4 to 6 P.M. 


B cozy ie xh 
730 P.M. 


Also Sunda am 
21st St., . Ss 


COME Onn, COME ALL. Gala Carnival, | 
Friday, Saturday, Sunday. Dancing, en-'| 
tertainment, amusements. Auspices: Rail-| 
roaders Club and 21 A.D. of the CP. 
702 St. Nicholes Ave. Benefit Daily Worker. 


Tomorrow 


Manhattan 


SCHOOL FOR DEMOCRACY Sunday | 
Night Party. First of the Fall 
Speaker: George Squier on ‘The Sur- 
render of Italy and the Second Front.” 
Dancing, entertainment, refreshments. 5th 

13 Astor Pl, N. Y, 8:30 P.M. 


WANTED 
Taient 


_ | FOR OCTOBER 15 SHOW 


~- Dancers - Singers - Comedians 

ec of 4,000 guaranteed 

y Monday evening Sept. 13 
7:00 P.M. 


: ag Mi ect. 14th St,, New York 


YORK STATE YOUNG 
| COMMUNIST LEAGUE 


Admission _50c. : 


SCHOOL REGISTRATION 


METROPOLITAN MUSIC SCHOOL, 111 W.| 
88th St. TR. 4-4733. Registration ns 
Sept. 13. All instruments—voice. re-| 
School classes, all theoretical subjects. | 
Music Appreciation. Band, Ensemble, 
Chorus, bulletin available. 


7s ; 


OP QUALITY AND STYLE made 
all ag combs. Buy them at the 


Ba 
‘Bat, . 
t 77 Fifth Ave., N. Y. 


aaa: Be 
lor 


M. 
P.M. 


UNITY 


joy Indian Summer 
w Late Vacations Camp will be 
_ open through SEPT. 19th 
c ood Food - Entertainment | 
AM. Sports 

w York Office re - aon 
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WHAT’S SO SPECIAL 
ABOUT TONIGHT? 
Manhattan YCL’s 


“County Capers” 
ALL-STAR REVUE 

DANCING TO ALTERNATING BANDS 

Irving Plaza Grand Ballroom 
15th Street and Irving Place 
Curtain Time — 9:00 P.M. 


Subs: 44c and 65c¢ 
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oratory of more victorious speeches, 


years of war it “glutted itself to 
death with victories.” It lost more 
than a million of its picked troops, 
a good number of which found their 
graves in the Don steppes, on the 
Voronezh plains and in the Severny 
Donets. Italy lost its “empire,” 
which exceeded the area of its own 
territory tenfold. Italy lost a great 
part of its mavy and mercantile 
fleet and a considerable part of its 
air force. In North Africa and be- 
yond the Volga camps are filled 
with Italian war prisoners, 
STRAIGHT TO BERLIN 
Now when Italy is out of action 
and the Nazi camp is split it is 
clear to all thinking people that 
new and extremely favorable con- 
ditions are at hand for the speedy 
destruction of Hitlerite Germany it- 


Hitler Wails 
Over Italy;s 
‘Betrayal’ 


LONDON, Sept. 10 (UP).—Adolf 
Hitler, speaking in a listless mono- 
tone drained of the hysterical 


today denounced Italy’s surrender 
as a “shameful betrayal” and as- 
serted that despite the fate of its 
Axis partner, “all efforts to smash 
Germany will fail.” 

Breaking a silence of almost six 
months, Hitler addressed the Ger- 
man people by radio from his head- 
quarters, presumably Berchtesgaden. 
The customary fanfare attaching 


to Der Fuehrer’s speeches in the 
‘past was absent. Apparently read- 
her his text, he spoke at top speed 
and apparently without an audi- 
ence. At times he reverted to the 
‘thick, Austrian accent he had al- 
| most overcome in previous speeches. 
| In bitter denunciation of Marshal 
Pietro Badoglio and the present 
Italian government, he charged 
that Italy was “betrayed” by the 
same Italian leaders who prevented 
‘Benito Mussolini from driving his 
country into the war in 1939. 

He said that Germany 
fight on despite the fate of her 
Axis partner, not only breaking 
the Allied air attacks on the Reich, 
but paying them back. 

He related how Mussolini re- 
ceived “shameful treatment” in the 
Badoglio coup d’etat, the final fac- 
tor of which was Il Duce’s demand 
for “increased power for the suc- 
‘cessful conduct of the war.” 

“I was, and still am, happy to 
describe this great and loyal man 
as my friend.” 

Der Puehrer’s voice rose in anger 
as he turned-his attention to Ba- 


‘ Wt hl cgi sod cif 


self—the enemy Number One of all 
the freedom-loving nations, 


Shortly before the capitulation of 
Italy the German Berliner Boersen- 
zeitung wrote: “The outcome of this 
war will be decided not by the cun- 
ning of political combinations but 
by the actions of the Germans on 
the field of battle.” What these 
actions of the Germans on the 
battlefield are we see in the Donbas 
and on all the other sectors of the 
Soviet-German Front, where the 
Red Army is striking incessant 
blows at the Hitlerite troops. 


The outcome of the war will be de- 
cided in this way alone. Only the 
speedy and active operations of the 


can and must hasten the day of 
victory over Hitlerite Germany. 
Never before have the conditions 
for the speedy destruction of the 
whole Hitlerite coalition been so 
favorable as today when Italy has 
fallen away from this coalition, 
when the fascist camp is experienc- 
ing a grave crisis and extreme ten- 
sion, when the Red Army has put 
out of commission another one and 
@ half million Nazi soldiers within 
the past two months and has ef- 
fected a new breach in the German 
war machine. 

Italy has been knocked out of the 
war. The capitulation of the first 
Hitler ally in Europe marks the ag- 
gravation’ of the crisis in the fas- 
cist camp and the approaching dis- 
aster of this camp. The Soviet peo- 
ple who jubilantly saluted the Red 
Army on its inajor victory in the 
Donbas over the German invaders 
will receive with great s*tisfaction 
the mews of Italy’s capitulation, 
which will help hasten the final 
victory over the main and most 
evil enemy—Hitlerite Germany. 


Bonds Bury 
aMNEewifx 


“\“t like Chicago,” he said, “and the 


Allies-on the European continent 


About Novikoff, 
The Forgotten 
‘Little’ Cub 


It is a sadder Lov Novikoff who is 
completing his second full season 
with the Cubs. Sadder because he’s 
strictly a second stringer on a sec- 
ond division team; no wiser because 
he can’t figure out what’s to oe 
done about it. “If I were striking 
out all the time, I could understand 
it,’ he said, “but 1 keep hitting and 
it don't go any place.” 

Naturally, he is thinking of next 
year ... and what's to become of 
him. He doesn’t want to be traded. 


fans have been very kind. I think 
they like me”. He is cognizant, too, 
of being in no position to object to a 
cut in salary for. 44, yet he insiscs 
he can’t ... alid wont... take a 
slash. “How can 1?” he asked. “With 
taxes and bonds and my family I 
can’t save anything now!” 

As he remembers, an Alameda 
(Cal,) sports writer first christened 
him the “Mad Russian,” and he 
likes the name. 
“My oldest little girl calls me 


that,” he chuckled. “She can’t say 
Novikoff very well. so when anybody 
asks her who her daddy is, she tells 
‘em the Mad Russian.” 


KID BROTHER?--THERE WAS A 
PLAYER! 


This is rather a strange world 
for Novikoff, espevially since he’s 
more or less the forgotten Cub. 
He gets a little homesick on road 
trips, spends most of his time 
writing to his wife and mother 
and a couple of brothers in the 
Army. One named Paul, makes 
Lou kinda feel bad whenever he 
thinks: of what a ball player he 
would have made. “Six feet two,” 
said Lou, “and 195 pounds and 
could do everything better than 
me. But he didn’t care atbout 
playing. 

“If I had it to do over again I 
would have tied him hand and foot 
and carried him into some minor 
league camp and inade him try. He 
wquid have made me look sick. Na- 
tural ability.” 
Novikoff wishes now he had not 
acquired such a “nume” before com- 
ing to the Big Time. “I knew peo- 
ple expected @ lot of me,” he said 
simply, “and awfully hard to 
produce, I’m really improved in my 
fielding, too. , . . I don't charge a 
ball like it was going to bite me 
any more. But now I can’t hit and 
T’m supposed to hit, above every- 
thing else, Oh, well .. .” and his 
voice trailed off into a dishearten- 
ing silence. 
Yet every time Lou steps to the 
plate, in his infrequent appearances 
this year, even the rival benches sit 
up a little straighter and watch ex- 
pectantly. The opposition hasn't 
yet accstomed itself to the notion 
that maybe he isn’t ever going to 
hit. You kinda feel sorry for him up 
there, swinging away, pressing . 
trying . . . bearing down... un- 
doubtedly praying for the magic 
touch that yet isn't there. 


Satchel Out for 


Revenge Tomorrow 


The Kansas City Monarchs’, Le 
Roy‘ (Satchel) Paige, Negro base- 
ball’s most famous pitcher, will be 
shooting for revenge on Dave Barn- 
hill, New York Cubans’ ace, when 
Xa go to the mound tomorrow in 
the feature game of a Yankee Stad- 
jum twin bill. Barnhill humbled 


invaded New York. Dave went the 
limit to an 8-5 victory that day as 
the Cubans pounded Paige for eight 


Paige ‘the last time the Monarchs 


Painting Some Word Portraits of 
3 Baseball Vets in the News 


(LR NA T L O W Saati. 


Bill Dickey: 6 feet 114 inches tall with typical south- 
ern accent and crows-feet around the eyes from smiling 


and laughing in his pleasant way. Born in tiny town of 
Bastrop, Louisiana, June 6, 1907, which makes him no youngster as 
baseball players go. Has amassed so many records since coming to the 
Yankees in 1928 that it would take a full column just to list them, 
One of the true greats of the game, considered by many to be the 
greatest catcher in baseball history. A lifetime batting average of 
312 with 1166 runs batted in and 196 home runs.... The tie between 
the present day Yankees and the famed and feared Bombers of Ruth, 
Gehrig, Combs, Inc. , . . Lefthanded batter. Longlegged and spingly 
too, but terrific power at the plate as he holds bat with ease and 
whips balls mostly with wrists. Wonderful baseball temperament, 
Always struggling to win but keeps calm and cool and never allows 
heat of battle to upset him. ... Only real mixup on ball field some 
eight years ago when he busted jaw of Carl Reynolds after little 
fracas. at plate. ... Holds major league record for catching more than 
100 gamies for thirteen consecutive years, In 15 years of big league ball 
has made the phenomisally small total of 103 errors, Splendid arm, 
and has thrown out the best runners in the league who have had the 
nerve to attempt a steal on him. ... Much liked and respected by 
players, managers, writers and fans. ., . Was supposed to have been 
through at the season’s start but after resting early part of campaign 
began to get warm along about late June and is now banging pill 
for sensational 367. . . . With world series nearing, the old warhorse 
is acting frisky and may well be the hero of the series, A money 
player if there ever was one, especially when the chips are really 
down. Nickname “Sweet William” but Poison Ivy to foes.... 
. * o 
MEL OTT: OF leg-lifter himself. Known to all baseball fans 
as the man who picks his right leg ‘way up right before stepping 
into the ball from the left hand side of the plate. A Giant im- 
mortal although never the real power hitter his home run record 
might suggest. The convenient distance of the right field stands 
in the Polo Grounds has made him appear a stronger hitter than 
he actually is.’. .. Small, quiet, reticent and nervous, So much 
so that the miserable foldup of the Giants this year sent him to 
bed with nervous disorders. ... Came up to Jawn McGraw when 
he was only 16 and a catcher. Soon was shifted to right field 
where he has been ever since—a total of 18 years. Lifetime bat- 
ting average of .310 and has hit 445 homers, the great majority © 
of them at the Polo Grounds. ... One of the better fielders and 
throwers in the game he has made a science of playing hits off 
the right field wall in the P. G.... An arm which ranks with 
the best and very few runners ever take third on a single to 
right field. ... Not much sense of humor, a bit too serious at 
times but well liked by all and immensely popular with the fans 
—even those who follow the Dodgers. .. . His popularity is best 
manifested by the applause he gets in Ebbets Field. ... 
dour, reactionary, disliked Bill Terry as Giant pilot in 1942 and 
has been a good pilot, too, despite the thorough ineptness of the 
Giant ownershij. Thursday signed to 3-year contract as man- 
ager of team and should be pitied rather than congratulated. 
Ottie’s too nice a guy to see in the baseball bughouse which he 
is going to wind up in if nothing is done to help the Giants. ... 
° . * 

Whit Wyatt: His forebears came from England, he was born in 
Georgia and finally landed in Brooklyn. Big, strong, silent, except 
when he thinks an umpire has made a wrong decision. Stately, 
severe and fiery tempered, he is just about the best pitcher in baseball 
on any one given day. Fame and success came late. After knocking 
around in the minors for years (an early stay in the big time was 
fruitless) he came up to the Dodgers from Milwaukee in 1939 and 
rode on the great train to fame with those merry madcaps of 1941.... 
Won 22 games that year with his blazing fast ball and splendid con- 

trol setting the batters back on their heels. Rose to the occasion 
every time the Dodgers were threatened and more than any other 
man (except possibly Camilli) was responsible for the Dodgers’ victory. 
Keen student of the game as well as the more important things 
happening in the world. Reads the papers avidly and has serious 
opinions about world politics. . . . Although a Southerner, has: come 
out for Negroes in the major leagues, and that is the tip-off on his 
understanding. . . . Started the year with bad shoulder and won 
only four games. ... Then heat of summer got his arm working again 
and set him winging with seven wins in a row, the latest a one-hitter 
over the Braves. A deliberate worker on the mound he is also a good 
hitter, taking a solid, healthy cut at the plate. Only shortcoming as 
a star is uncontrollable temper which can and does burst into full 
*flame at a moment’s notice. But all in all a good guy who knows 
what the score is.... 


Fund Drive Stuff 


And in the mail, this letter: 
“Dear Nat Low: 

“J hope this two dollars will put you in the lead in the fund 
drive. For my two dollars I will take the following: 


Leo Durocher’s Graying Hair .........+-> ee errr 
Max Schmeling eeeeeere eseenreeeeevee @ereeeeeeeeeeeeeeeeeaees 00.02 
Nat Low’s Cabashon .,........+++++ sccccccceceseccsescces 00,01 
Camp Unity Staff Baseball Team eeeeeeeeer reese eeeeeee eee 00.50 

TOTAL ..ccccsccesseesvenes bees dyssevertoocoesees vee $00.85 


“The other $1.15 is to celebrate (new ‘don’t get drunk) the 
fall of Italy, which has just come over the radio. . . . Now to 
get serious for a moment. I am 13 years old and live in the 
Bronx. I spent my vacation at my aunt’s house in the country. 
She) subscribes to the Daily Worker and chipped in 50 per cent 
of the contribution, and although Samuel Putnam is her favorite 
she agreed to my choice as it goes to the Daily Worker anyway. 


vor aus aan -| WANT-ADS 


Rates per word 
(Minimum 10 words) 


Every dollar lent makes an- 


other dent—in the Axis. Buy 


every War Bond you can. 


hits and five runs in three innings. 


mae 
i time eeeetereeeeeeoere 

3 times eeeseereeseeeeere 05 = 
1 nn oy 63 


The Fall of 


station where to place your Want-Ad. 
DEADLINE: 4 P.M. Daily, Fo: Sunday, 


Wednesday 4° P.M; For Monday, 


Saturday 12 Noon. 
APARTMENT FOR RENT 
(Bronx) 


Paris 


(Continued from Page 4) 


question. I don’t know why, but 
it’s been worrying me quite a lot. 
It’s a question of grammar. This 
street is known as Cherche-Midi: 
that means: ‘I look for midday.’ 
Why?” 

“That was what the lodges 
were called once upon a time. 
They had to look for where they 
could get a meal for nothing. 
Just like your Hitler. But it’s a 
good mame. ‘I look for midday.’ 
Only the street didn’t seek it, 
People used to sleep soundly here 
with the shutters shut and cover- 


street, it was looking for the 
night. And now your people have 
come.” 

“Do you think I feel easy about 
it?” the German said. “We 
can’t go on living as we do. 

hates us. 


as if I was death himself. Per- 
sonally I've never killed anyone, 
but that’s of no significance, I 
might say Hitler is to blame. 


lets on the beds. As for the | 


sions, I'll try, Au revoir.” 


out to be a decent fellow tomor- 
row, but then I shan’t see you. 
Decency has now got to be proved 
with blood. That’s the low sort 
of times we’re living in, And it’s 
impossibe to understand anything. 
Why have you come here? It’s 
all nonsense. If you were a 
Communist, it would be a dif- 
ferent matter. They may be able 
te do something. They very néarly 
won here before. But now we've 


got Tessa and your lieutenant. 
But what are you going to do? 
You're alone in the field. And 


“Good-bye. Perhaps you'll turn | 


at it: a merry-go-round, a chest- 
nut tree, a lantern, shade in the many closets, 

distance. That was also the 14th TMENT SHARE 
of July. Jeannette was still — (Manhettan) 
smiling then. Paris was still 
dancing, marching with flags, 
and hoping. It was another life. 
That picture was well painted. It 


ansit, quiet 
pe oh steam, with, without “retrigeration, 


be | Larg eatel % 
person. e, 
Hudson. Near Ind. Subways. 
GIRL TO LOOK FOR and share apt. Ref- 
erences exchanged. I have some furni- 
ture. Write Box 86, c-o Daily Worker, 


FURNISHED ROOM FOR RENT 
(Manhattan) 


RIVERSIDE DR., 596 (137) (42). Spacious 
— — private washroom, tele- 
Andre was smiling. He went over phon 
to the window. The rue Cherche- 
Midi was there with its shutters 


shut tight and black streaks 


156 E. (Apt. 7). Large, sunny, 


27TH, 
kitchen privileges, 


homelike, frigidaire, 
reasonabie. Evenings. 


the front of the houses, as al- FURNISHED BOOM FOR RENT 
soggy wogeye aoe TERVALE AVE., 941 (Apt. SF). Room 
on attic window nervy cats, | Nr rent, elevator apt. Near station. 


houses. It’s time! It’s time!” aki necessary. eg z Poth ys itn 


Phone "aLgonguin 47906 for the nearest 


137TH, 445 E. Five large gegen rooms, 
near tr hot 
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— Revell Presents 


Art Today 


Fifty-Seventh Street Gets a Blood Transfusion 
THE A.C.A, GALLERY—63 E. 57TH ST.—SEPT. $-25. 


Fifty Seventh Street. has just gotten a-“shot in the 
arm” with the opening of the A.C.A. Gallery (American 
Contemporary Art) at its new quarters, 67 E. 57th St. 

The A.C.A. is an old and well-loved friend, as is the 
genial, round Herman Baron who presides over it. For 
ten years the gallery was located in Greenwich Village, and for ten 
years it has been “receptive to new ideas, gave encouragement to ull 
schools, and especially sponsored art that was concerned with subject 
matter and social themes.” No “ivory tower” this A.O.A. but a 
gailery with a rich history of using art directly and actively in the 
social struggle. Countless fund raising auctions and exhibits for 
Spain, China, war relief, defense of civil liberties, the New Masses 
and the Daily Worker have been held there. 

The list of artists who had their first showings at the A.C. A. 
and who have since achieved “reputation and recognition” is a long 
one. The artist who was anti-fascist long before it was “fashion- 
able” found.a home at the A.C.A.. when other galleries were closed 
to him. The whole Couplepenens of “social” art in New York has 
its roots here. 

_The move from “downtown” to “uptown” has raised the question 
whether the new location implied a change in policy. To this Mr. 
Baron has answered with an emphatic “No.” | 

‘The opening exhibition is one that promises a‘ rich season of 
shows. The main room of the gallery is given over to war paintings, 
one of the first “exhibitions of war paintings tobe held on 57th Street. 
It is very significant that the A.C, A. Galleries should have opened 
its new home to the public with an exhibit dealing with the war 
against fascism. 

‘It is significant whén we remember that the heart and center of 
world culture, the old continent is at the moment submerged under 
the barbarism of Fascism, which enslaves all expressions of culture, 
to say nothing of expressions about war against Fascism. The artists 
in this show. freely paint what they feel about the war. That they 
can do so lends an emphasis to the meaning of: Democracy. This 
exhibition has meaning to every American for he can justly be proud 
of it as the expression of his Own iinique position in the world to- 
day, his position as a man who is free to fight Fascism, living in a 
country which is organized for this fight. This show is therefore, 
also his expression of this fight. 

The artists paint in many different styles. These styles range 
from the realistic (as we see things) to the symbolic (the people 
represent overall human expressions such as religion, starvation, 


etc.), The pictures reproduced here give some indication of this range. 
But all these paintings are held together by the unanimity of in- 
terest, that is subjects dealing with the war. For this reason unlike 
most. shows dealing with a diversity of subject, and painted in 
different styles, it is not difficult to pass from one painting to an- 
other. For people, (or students) who are just beginning to feel their 
way through different styles of painting we can think of no better 
introduction to an understanding of painting than a* study of this 
group of paintings. 

The subjects of the canvasses are véry varied. They deal with 
scenes on the home front, soldiers departure or furloughs, farmers, 
the soldiers at the front, and many others. The styles for the most 
part are what today is loosely termed modern. 

For those who have in the past turned away from Modern Art 
as something out of this world, this show will be a revelation. In 
fact, although we walk into a room almost exclusively filled with 
modern works of Art, we.soon begin to feel that we have not walked 
inte an--entirely.,different..world- from the one we live in daily, as is 
the case with most modern Art. If we study each picture carefully 
we soon find that it conveys to us something that is kin to us in 
this - world. 

We cannot say enough of the sensitivity and courage which is 
revealed by H. Baron in the assembly of this show. His courage and 
sensitivity have become the bridge between the people who long to 
see the world expressed in cultural terms and between those few 
accomplished and equally courageous artists who do not hesitate to 
give substance to this expression. 

The Art Council offers one criticism. The calibre of work is not 
uniformly high. There are some very weak pictures included. A 
stricter standard of admission should have been adhered to, even 
if this had resulted in » smaller exhibition. 

We look forward with lively anticipation and relish to the 
general effect on S7th Street of -this gallery with a philosophy of 
“social” art among a group of galleriés with the philosophy that 
“anything” that sells is art.” The contrast will be wonderful to 
behold! 

THE ART COUNCIL. 


Mike Gold is back from vacation. His column 
“Change The World” will appear on Monday. 


Now at t ACA Gallery 


FASCISM 


Three ‘paintings that can be seen at the A.C.A. Gal- 
lery, 63 East 57th St. “Partisans” is by William Gropper; 
“Fascism,” by Harry Sternberg; and “Farewell” by 
Raphael Soyer. The Art Council says of the A.C.A. 
Gallery: “It is an old and well loved friend, as is the 
genial Herman Baron who presides over it. The Gallery 
has a-rich history of using art directly in struggle.” 


1 


At 10:30 A. M. Today 


The Hollywood Bond Cavalcade, 
caravan of motion picture stars, 
touring the country to stimulate of War Bonds only. 
sales in the Third War Loan, will) ‘expected to realize $100,000,000 


produced revue. 
Admission to the Madison Squa 


arrive to the Penn Station at 10: 30 sale of extra bonds, 


co. AM. Saturday morning. That 
Bond Cavalcade Arriy es ‘night the stars will appear at Madi- 


Garden show, which will begin att 


—" “ REDIO. P 


ROGRAM 


>. MOBNING . + 
$:00-WEAF—News; Minute Men, Music 
WOR—News Reports 
WJZ—Kibitzers’ Music; Comedy 
WABC—News; Variety Program 
WMCA—News Bulletins 
th Bb tas geo Heidt Records 
ql 


Masterwork Hour, 9 
A.M., WNYC ... Saga of 
Symphony, 10, WLIB... 
Russian Radio Hour—Em- 
anuel Pollack, 11, WHOM 
(1480) . +. Liberty Music 


AVOR—Do You Remember? 
WMCA—Unity Viewpoint—Talk 
8: Owe eee nae Musié 
wo Pegeen Fitzgerald 
wor ourke 3 N itions News Review 
WABC—Missus afl A-Shopping 
WMCA—News; Musi 
9:45- WADC-~Tailk--Adelaide Hawley 
8:55-WOR—News; Quiz 


hind the Gun—Play, 7, 
WABC ... Ellery Queen, 


9:00- Wan aietrining Goes, Variety | 7:30, WEAF ... Symphony 

eer eee ci cross Reports | Hall, 8:00, WQXR ... 
9.0 Uaatarthacande’..seunie Can You Top This, 9:30, 
Oe WQXR—Morning. Musicale WEAF ... . Its Navy Time, 
9:30-WOR—Tro Marpet, Mews 9:45, WMCA ... Groucho 


Marx, 10:15, WABC ... 
Quiz—Who - What - When - 
Where, 10:30, WEAF... 
French News, 10:30, 
WOQXR ... Russian Radio 


Ww P Concert , 
$:43-WOR Ciaine Wilson, Comments 
:56- News; Concert Music 


News; Rainbow House 


Hall, 2, WLIB ... Man Be-.. 


8:45-WOR—Song Spinners Quartet 
8:55-WABC—Ned Calmer, News 


9:00-WEAF—National Barn Dance 
WOR—Operetta Music 
WJZ—Ted Malone, News Talk 
WABC—Hit Parade 
WMCA—News Bulletins 
WQxXR—Chamber Music 
9:03-WMCA—Recorded Music 
9:15-WJZ—Edward Tomlinson, News 
9:30-WEAFP-—-Can You Top This? 
WJZ—Spotlight Band 
9:45-WABC—Saturday Serenade 
MCA—lIt's Navy Time 
9:55-WJZ—Harry Wismer, Sports 
WQXR—News; Lieder 
10:00-WEAF—Barry Wood; Orchestra 
WOR—John B. Hughes, News 
wJZ-—John Vandercook, 
WMCA—News Bulletins 
10:03-WMCA—John Kirby Records 
10:15-WOR—Saturday Night Bandwagon 
WJZ-Divieland Caper 
WABC—Groucho Marx, 


3:45-WJZ—Marshalls—Mixed Quintet 
3:55-WQXR—News; Symphonic Music 
4:00-WEAF-—-Matinee in Rhythm 
WOR—Martell Orchestra 
WwJZ—Concert Orchestra 
WABC—Report from London s 
.WMCA—News Bulletins 
4:03-WMCA—Recorded Music 
4:15-WEAF; WOR, WABC—Saratoga 
Handicap, at Belmont Park 
4:30-WEAFP—Minstrel Melodies 
WOR—Brarzilian Parade 
WABC—Pan-American Music 
WMCA—News; Recorded Music 
4:45-WJZ—News Summary 
4:55-WQXR—News; Concert Music 
§:00-WEAF—Not for Glory—Sketeh 
WOR-—Navy Bulletin; Music 
WJZ—Horace Heidt ‘Orchestra Mews 
WABC—Maritime Service Show 
WMCA—News Bulletins 
5:03-WMCA—Recorded Music 
5:25-W News; Great Masters 
§:30-WEAF—Bonnie Lou Smith, Songs 


WABC—Chip Davis, Commando Comedy 


 WMCA—News; Radio Beam WMCA—U. 8. Navy Program 
5:45-WEAF—News—W. W. Chaplin 10:30- Sie eas bering _— 
here, rances Sco 
EVENING 


WMCA—News Reports 
WQXR—French News; Music 
OR—Willliam Ewing, Comments 
JZ-—To Be Announced 
WABC—Elien Farrell, Soprano 
WMCA—Marine Corps Program 
10;50- weal wee Just Music 


6:00-WEAF—Dinner Concert 
WOR— Uncle Don 
WJZ—News Reports 

A WABC—Quincy Howe, Senne 
WMCA—News Bulletin 
WQXR—Music to eaten 


10:45- 


PARTISANS | 


FAREWELL -#- - 


Film Front 


by DAVID PLATT 


. 


$6 moan time mmiedd 2: MERI Ghee tee Sader ac 
the 16 mm. film market in the United States and Latin America. . 
Last year 64,689 showings of 16 mm. films attracted audiences : 
15,618,733. co lasge peteaians 00 (hese Stes were of ou clan He 
character... . Their unprecedented popularity indicates a thirst for, 
knowledge that the major companies may well look into. .. . id ee 


The response in Latin America deserves special study... . The : 
me 


‘mm. films shipped to our southerly neighbor by the Coordinator 

Inter-American Affairs (CIAA) have played an important role | 
bringing the peoples of the two hemispheres closer together... . In” 
the period 1942-43, 16,882 showings of 16 mm. films achieved an 
attendance of 8,000,000 in Latin America which is amazing considering __ 
that three times as many or 47,807 showings in the United States - 
attracted only 8,000,000... . Military films seem to be first in popue:' af 
larity in Latin America with cultural subjects second... . It is withoup= 
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picture of conditions north of the border... . ail 


The Hollywood Reporter says that not long ago in Ciudad Trujillo,’ 
in the Deminican Republic » group of 16 mu. films played to oud! 
of 


OA es Vani t 
Le a A) 
ae + 
<A 
i_-** 


Cr a 


KN, Te ee 
oh . . 
= 
7 

7 
ot 
~ 


Nh 
ES 


ae, 


eae aie Ba gas TY wine » 7 
= Ss “ pt oe aera . 
= ee \ ore ee ct eS 
, : * : <" 
a 


™ 

ahs wiaeile. ws i * 
ee oe 

e > aaa 
PLE 4 a PP ig Me 

yw BV - 

Fons 
ay 


4 Se SPH 
> i ON 


See 


: 
. 
e 
i 
| 
# 


> en 
ee tee : 
ee 


the war, that over 4,500 adults and children “Ve 
outside the open-air theatre to see the show... . They jammed every” 
available space in windows of nearby buildings, . . . They hai 
on rooftops ... stood on each other’s shoulders. . « 
get enough of these little films which brought them the first genuine: + 
glimpse of the real America, ... ed 

Through the 16 mm. movies, the United States is beginning 
win the admira and trust rather than fear of large sections 
Spanish and Port speaking peoples. ... There is no need 
the majors to worry. . | Son falas fo Chu taguler tahoaoce a 
product in Latin America is great. . " Preueme sais ene 
the fact, however, that the Latin American audience is not what {> 
used to be. . They have grown up same as the audience in thiso) 
country and. they know what they want... . Both andiences want = 
“steak not bologna” to borrow an expression from Jack Warner.... << 

While Latin America is learning something about us, we are Ss 
beginning to learn something about them from the 16 mmm. flies. . « <2 Bey 
The CIAA with the help of the movie makers is distributing ie 
of special films on a wide variety of subjects designed to give ie 
Americans a better picture of what goes on below the Rio Grande...,°" 
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Frank Fay Co 


The THEATRE 


Back to Broadway 


mes Comically 


be ville bill. 


some dogs. 


| Of course, a successful vaude- | 
‘ville show cannot be manufactured 
‘quite so easily. A sure sense of 
comedy is needed, too. In Frank 
| Fay and Bert Wheeler, “Laugh 
Time” possesses two old stand-bys, 
‘fellows who know how to play on 
‘every latent chuckle in your sys- 
‘tem, and who can build it into a 
‘laugh. Fay was never better—at 
any rate, he never had better ma- 
terial. He is on stage most of the 
evening, and his humor is personal, 
pithy and quiet. Wheeler, return- 
ing after more years than it seems 
safe to recall, also gets under the 
audience’s skin with his confiden- 


Fay and of life as a vaudevillian. 

With the laughs falling thick 
and noisily, “Laugh Time” gets off 
to a fine start. It is a balanced 
,show. Ethel Waters occupies the 
stage for a goodly spell, singing some 
of her old songs in the engaging 
Waters’ manner. Her rendition of 
“Stormy Weather” is a work of 
‘art. My only criticism is that she 


‘spends too much time: on songs 


|which are unworthy of her talent, 


LAUGH TIME, a vaudeville show starring get Pay, Ethel] Waters and Bert Wheeler. 
Orchestra under the direction of Lou 
Fred Finklehoffe at the Sam 8. Shubert aaaine on Sept. 9, 1943. 


° By Ralph Warner 
As a veteran occupant of the stage left box at the Pal- 
ace Theatre on Monday afternoons in the 1920’s, 
son Square Garden in a specially viewer can safely say that “Laugh Time” is a great vaude- 
Messrs. Small and Finklehoffe, for the second suc- 
cessive year, have touched the right spot in ‘providing agree- 


8:30 P.M., will be through purchase 'able variety material. Their formula i 
The show is 8 simple—get two good comedians,| none of it pertinent to the world 
in| @ fine singer, some dancers, and | or today, but all of it designed to 


tial criticism of the producers, of| 


orman. Presented bo Paul Small and 


your re- 


| make you feel better as the final 
curtain falls. 


Ted Husing to Air 
Football Games 


Ted Husing, Columbia’s ace 
sports reporter, and his assistant, 
Jimmy Dolan, plan to cover the 
country’s outstanding football 
games on successive Saturdays, 
beginning September 18. 

As in past years Husing will select 
the games from week to week 580 
as to bring sports fans the “game 
of the week.” 


Films at Neighborhood 
Theatres This Week 


ee 


MANHATTAN 


The CIO Greater New York Industrial Union Council has passed’ = 
a resolution urging screen actor Gary Cooper to reject the Ricken- > ea 
backer role which has been offered to him by 20th Century Fox.... 
“Gary Cooper has endeared himself to America’s workers and won bo 
his greatest following among these workers through his portrayal of __ 
warm, human and understanding average Americans in pictures such | 
as “The Pride of the Yankees,” “Sergeant York,” “Meet John Doe,” a 
“Mr. Deeds Goes to Town,” “The Virginian,” etc, and Eddie Ricken= 
backer, in recent speech and action has derogated organized labor's  _ 
role in the war effort—sentiments which have won the acclaim of = 
all the anti-Administration forces and have led to the passage of the _— 
noiorious anti-labor Smith-Connally Bill which is proving detrimental 
to the war effort....” Nothing we can add to that.... Except per- 
haps to urge its adoption by other CIO and APL unions who have 
felt the lash of Rickenbacker. .. . » 

Soldiers at Camp Campbell, Ky., saw Columbia’s “Sahara,” with % 
Humphrey Bogart and Rex Ingram the other day and promptly ac- 
oor ney Pornapedbonges ha ae ge ye gerry! k 


their favorite “pin-up girl.” ... Al Jolson is entertaining 
North Africa. ... Kenneth Spencer may sing overseas for 
. - - Morris Carnovsky is im the cast of Warners “Rhapsody in Blue.” 

Warners “Watch on the Rhine” has busted records in five 
Coast movie houses... . Variety says its socko in New York, 
Coast movie houses. ... Variety says it’s socko in New York, stout in 
Baltimore, great in Newark, solid in Philly and Boston. . 
Is the Army” is of course coloss everywhere. .. . Nazi movies are 
creasing in Turkey and declining in Sweden, says a recent issue of 
Foreign Commerce weekly, official organ of the Department of Gom- 
merce. . . . That’s the political situation in these two countries in 
a nutshell... .. 

Fritz Lang is celebrating his 25th year as a movie director. . . . 
When Lang was in Germany at the beginning of Hitler’s reign of — 
terror, Goebbels sent for him. . . . The Propaganda chieftain told 
him that Hitler was a great admirer of “Metropolis;’ a Lang silent, —_ 
and wanted him to take full charge of production in Germany,... __ 
Goebbels eat that Lang begin by junking his anti-Nazi film : 
“Dr, Mabuse” and going to work on one depicting Communists as 
villains and brownshirt pests as heroes... . Lang’s answer 
quit Germany cold leaving behind a fortune in money and property 
- +» A year or two later he came to this country and made “Fury” 
at MGM, one of the great American films and more recently “Hang- 
men Also Die” with screen-writer John Werxley. - Best wishes, 


Fritz Lang. - +» « May you have many more fruitful years of film. 
making ahead of you. .. . 
The war is costing the United States $200,700.00 per second = 


- + « that’s $12,000,000 per minute. . . . So says Nevil Ford of the 
New York State War Finance Committee. ... The Third War Loan 
needs your help. ... Buy an extra bond. ... Back the attack. ... 
Send any loose change to Film Front for the fund drive. . ... 


FLASH”. .. Gary Cooper has turned down the Rickenbacker role 
- . . Joel McCrea, Winfield Sheean’s second choice also said he wasn’t” 
interested . . . Cooper laughed it off with 4 crack about being already: 

was through 


lined up for several million pictures .. . McCrea said he 
with movies until the war is over. . .. = 
‘A New Life’ THE STAGE Sia 


Seats are on sale today at the box ws 
office of the Royale Theatre for\4th Year! “4 : 
Elmer Rice’s latest play, “A New 


Life,” in which Betty Pield is fea- LIFE WITH FATE 
tured. 


“A New Life” will have its| muri wri We « 

Broadway opening on Wednesday "269 "SEATS at $1.10 
-| EMPIRE, B'way st 40 St. 

evening, Sept. 15, following its cur mov igy 0 = . oa rr 


rent tour. 


MOTION PICTURES 


Irving Place Theatre—Held over, 2nd 
week, The Russian Story, Artkino’s 69th 
Parallel, Chekhov's The Bear, Latest News. 

RKO Jefferson—Sat., Stormy Weather, 
Bomber’s Moon. Sun.-Tues., Hers to Hold, 
Crime Doctor. Wed.-Thurs., Ghosts on the 
Loose, Revenge of the Zombies. Fri-Sat., 
The Fallen Sparrow, Adventures of a 
Rookie. 


WEEK! 


Eisenstein's “POTEMKIN® 


Music : 2. P WOR, WABC—News; Dance Music |I would have preferred to hear her| Academy of Music—Now playing, Con- ; =e 
est for Happiness Hour—E. Pollack, WHOM 6:18 ie amen Bir og Lon ™ 11:00- WEA, WJZ—News; Dance Music sing genuine blues as only she can siant Nymph, Squadron Leader X. 7th Ave. bet. 42 a4 ST. ae 
10:30-WEAF— —Babe Ruth ABC—People’s Platform ae WABC—News; Dance Music | Gramercy Park Cinema—Sat., Bombar- ve. AiR + ae 
A .S. Navy Band (1480), 10:30. 6:25- WQXR_News: ‘Dinner Concert MCA—News Summary Sing them, rather than the arti-|dier, sun,-Tues., Background to Danger, 39 Continvoes from 9 A. m. dally CONDITIONED ey 
Waxh—The Bandstand 6:30-WEAF—Dr. Norman Vincent Peale 11:06-WMCA—Talks — Se fictally contrived “Cabin in the/ Steps, Wed.-Sat., Dixie, Aerial Gunner. bas oe dicoesdl 
10:45-WEAF—Shorty an on. ee WOR—News Reports | 12:00-WEAP, WABC, WQXR—News; Music Sky,” ati similar eotodctions 8th St. Playhpuse— Bat. Design . for +. 
WJZ—Andrini Continentals WJZ—Ella Fitzgerald, Songs MAY, . Scandal. Sun.-W That Certain Feeling. , 
: 10:55-WQXR—-News; Opera sonernhe WOR-tapes Orchestra WMCA—Sports Resume Another well-remembered act of| Att Theatre — “a * Stormy Went. : ee 
' 300-WEAP- Te hg ae arene bi Pd 1 call soning Pi, cap 6:45-WOR —Sports Stan Lomax OUR CITY STATION—WNYC the days when E. F. Albee we oa Bataan. es.-Thurs., Hers Le 4 
Parade—Children’s Quiz WMCA—Front Page Drama WOR-Spers— Se. 30 8:00-——Review of the News . , } Cae 
1 age lat egy ere baa WEAP_Eimer * re. A ys a WJZ—Leon Henderson, Comments 8.15 The Want Ad Column of the Air |ruler of the great Keith vaudeville BRONX + pee 
11:03-Wh j—children's Parade WJZ—Welcome Lewis, Art Gentry Wane the. Werld Today 8:20—Morning Serenade empire is Buck and Bubbles, the! poseqaie Theatre (Westchester Ave. & q oy 
1 50-WRAP Lets, Grosrd Academy Band WMCA-Bill Wirges, Teas WE ee Se ee Sune, St :38Around New York ‘Today suave Negro dancers and come-/St. Lawrence)—Last Day, Mission to Mos- at 
‘30 WOR—Hello, Mom--Sketehes 1;55-W News: Chamber Music Se reas Archibald Mucteian| e0—Masterwork Hour dians. They work in a style re-|~ péruxe Theatre—Sat.-Mon., Bombardier, 
WJZ—-Little Blue Playhouse 2:00-W Shields and Company ler, 1. 8. Rows, Archibald Mactelan | |. oo save, Salvage and Survive shed mat of ‘Bert Wik-|Weleco tn Danger. 
warn Fashions in Rations WOR—Mclnt WOR—Sydney Moseley, Comments m ent somewhat o r : 
vf yre Orchestra . WJZ—The Falcon etch 10:30—From the Music Album “* Freeman Theatre —- Sat.-Mon., Coney NEAR 14ST. & UNION 
XR—Concert WJZ—Musette Music Box WABC—Man Behind the Gun—Play | 10:45—Our Matinee liams, adding their own low-down) isiand, Came to Blow Up America. Tues. IRVING Place *GR 5-9679° 
m1: 8-WQXR News: Luncheon Music WABC—News Reports w Favorite Music 11:00—News Reports melodies, brilliant boogie-woogie only, Blockade, Stand-In. Wed.-Pri., Mis- AMERCY 
AFTERNOON bt get 849 Bulletins Wiles tees Bulletins 11:10—Late Ration News Roundup : sion to Moscow, Two Senoritas fresh Chi- 
2:03-WMC oi ye Ag Music Pietterbrain 11:15—Musical Souvenirs playing, and sharp tap dancing. cago. ae 
13:00- News; Consumer : -WABC— the Wings 7:03-WMCA—Platterbrains—Quiz » |11945—You and Your Health There’s much other good danc- Fenway. Theatre—Sun.-Tues., Mission to; a ans g£ > 
Army-Na rales  banete :30-WOR—-News: Variety Show 7:18-WOR—Variety Music 12:00—Music at Work Two Senoritas from Ghieago mn Tam CF, 
swing hilt WJZ—To Tucker Topics 7:25-WQXR—News; Great uae 1:00—Missing Persons Alarms ing—ball’ room acrobatics, an}. Lido Theatre—Sat.-Tues., Cony oy alana, | OF MUSIC 
w of '43—Variety 1:30-WEAF—-Ellery 1:05—Police Dept. Safety Program Came to Blow Up America. 1.-Tues.,| f th 2 
Sletina -American Music WOR—News: Arthur 1:30—Pages of Melody apache dance team, and a bit of) <5." 17-21, mission te Moscow, Two Sen- “The ( AY 
:03- Records 2:45-WEAF—Harold Fleming, Comments WJZ—En And on Time—Play | 2:00—News Report tumbling to open the  show.|ocritas from Chicago. T v 
:26- : Farm and Home Hour | 2:55-W: é€ws; Request Music CA—Johannes Steel, Comments | 2:05—The Matinee Zenith Theatre — Sat.. Duke of West Charies Joan 13.4 
:30- Mirth and Madness—Variety| 3:00-WEAF—Air Porce Military 1:45-WOR—The Answer Man 3:48—News Repo Sandwiched into a first act spot! point, Broadway. Sun.-Tues, Souls at/ Hl BOYER * FONTAINE Stopl pec 
WOR—News; Musi WOR—The k eteh 8:00-W —Dant Or 3:55—Point neon is the Gautier dog act, “The Sea, Union Pac That ‘au! 
WABC—Stars Holly wood—Play er Or tra Ww fornia = _ 4:00—Four Strings Four e Laconia Theatre—Se .-Tue Yo THE wal 
12:55-W XR—News; Midday Music Ww Men and Books WJZ—Roy Porter, 4:30—Pals of the PAL / Bricklayers,” one of the best Of| proression, ment in Brittany. C N h agic STAL 
aS WRAF_Plot for Victory 8 Bulletins WABC—Crumit and ¢ Ae §:00—Musicale its kind. Wakefield atre — Sat.-Tues., Stormy Uonstant ymp . At 
" 'WdJZ—News; Rollini Trio 3:03-WM oes Ad Broadway WMCA—News Sulletins §:30--Victory Cemewt Weather, Bomber's Moon. SQUADRON LEADER X 
WABC—Country Journal 3:15-WOR—Concert Ensemble Symphony Hall 6:45—News R If vou have a hankering for | . erie Portman « Aum Dvétek 
weece—Bews Sui — Rews; Lyrics by Li See wnat Caer baibe 1:00 Marterwork ou laughter, go to “Laugh Time.” You BROOKLYN 
Melody JZ—George : | '15—Pam Aves.) 
WEAF—Sketches Hicks, from London 8:30-WEAF—Truth or Consequences $:15—Famous will be rewarded an evening Of; Rugby Theatre (Utica & Church 
ii: 4 :45—News and Ration Report by 18-20, Mission 
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i The Worker re: = 


The Nagler Disgrace 


HE fragmentary reports on the South- 

port convention of the British Trades 
Fain Congress do not yet give us a clear 
picture on its second front action. But from 
the quotations out of the speech of Isadore 
Nagler, the AFL’s representative, it is clear 
that this vice-president of the David Dubin- 
sky-controlled union went there not to con- 
vey the fraternal sentiment of the American 
workers but to use the gathering as a plat- 
form from which to slander the Soviet 
Union and its trade unions. 


Many American unionists are well aware 
of Nagler’s record. He was not a representa- 
tive of the AFL members, not even of his 
own International Ladies Garment Workers. 
We know of his role in the disgraceful cam- 
paign for the two Nazi agents Alter and 
Ehriich. 

* Nagler is actually the delegate of that 
little reactionary group in the AFL’s council 
that lives on Soviet-baiting. 

Sir Walter Citrine, secretary of the TUC, 
hobnobbed with these gentlemen while on 
a visit to the United States, and being a 
bird of practically the same feather, he 
brought a report to the British workers that 
Was as false and distorted as Bill Hutche- 
gon and Matthew Woll would have him make 
it. 

Wherever the AFL members enjoyed the 
right of free expression they voted for col- 

_Taboration with Soviet and British labor. 
“The CIO and the Railroad Brotherhoods, 
-_ .™members and leaders, have called for such 
rg _gollaboration. American unionists should 
~ wipe out the shame that Nagler has cast 
Upon them and make their repudiation 
known to the British and Soviet trade union- 
- ists.-They should do as ILGWU members 
are doing (see news columns page 5). 
But there is also a question upon which 
_ the State Department owes an explanation 
ow American workers. A man such as Nagler 
whose Soviet-baiting policies are well known, 
- receives a passport with dispatch. He was 


: ’ on his way several days after the AFL 


» council named him. But labor leaders like 
=e Curran, whose stand for collabora- 
' tion with the Soviet Union and its labor 
~ movement is equally well known, tried 
= to get a passport for months. 


Is hatred of the Soviet Union a passport. 


to our State Department? Only a few days 

‘ago Secretary Cordell Hull assured the coun- 

try that anti-Soviet views ascribed to him 

false. It would be more -convincing if 

Mr. Hull ordered an investigation on this 

: passport situation and took measures to 

- end this growing suspicion of the activities 
his department. 


T imes Double -Talk 


WT CAN be safely assumed that we are 
' ™ among the millions of arm-chair strat- 
' @gists, referred to by the New York Times 
yesterday, who tirelessly continue to de- 
/ mand the second front in Europe. 

‘The Times says in essence: you have the 
- gecond front ‘now in Italy, so shut up. 

' It points to the great importance of the 
'@nconditional surrender of Italy and de- 
that all those urging the Western 
minimize and deprecate the Medi- 


erranean achievements. Nowhere in its | 


at. hysterical editorial does the Times 
aven as much as mention the Soviet front, 
et alone admit the contribution of the Red 

: frm = to the defeat of Italy. 
 ataegnenage are the last ones to 
e the import of the Italian surrender. 
n fact, they make bold to claim their share 
: b inging it about, for the constant mass 
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a great deal to do with turning aside those 
forces which seek first and major concen- 
tration in the Pacific at the expense of the 
European theatre. 

But never do they lose their sense of pro- 
portion and go to the obscene length of the 
Times in claiming that the Italian surrender 
is the exclusive work of the Anglo-American 
armies. 

The whole world knows that the heaviest 
blows for Italian liberation were struck on 
the Soviet Front, where the great mass of 
Nazi troops are now being brought to the 
verge of disaster. And it should also be 
realized that the Italian people themselves 
(as well as the Yugoslavs, Greeks, Albanians 
and others who fought the Italian troops 
in occupied regions) made great contribu- 
tions to the capitulation of Badoglio. 


With respect to the second front, we in- 


sist on planting the question firmly on its 
feet. The Soviet leaders, obviously military 
experts of the highest caliber, have defined 
the second front very, clearly: any Anglo- 
American action in Europe which will divert 
some 50 divisions from the Soviet Front. 
Such an action, they say with the authority 
of great military victories to back their 
words, will make it possible to end the war 
against Hitler Germany before this year 
is out. ; 

It is a matter of clear statistics that the 
whole operation beginning from North Af- 
rica and now proceeding in Italy has not 
diverted a single German division from the 
Eastern Front. In terms of the number of 
German troops actually engaged by our 
forces there were some five or six divisions 
in North Africa; three in Sicily and, taking 
the highest estimate, 18 divisions may now 
be stationed in Italy. 

But even the divisions which Hitler is 
reported to have rushed into northern Italy 
came not from the Soviet Front—where it 
is impossible for him to disengage his troops 
—but from France where he evidently is 
gambling on the absence of the second front. 

General Eisenhower said the other day 
that it is not our objective merely to expel 
the German troops from Italy, but that our 
aim is to trap them and defeat them. 

In fact, the only way Germany can be 
defeated is by defeating its army and that 
can be done only if we meet it in combat. 
It is well to apply General Ejisenhower’s 
rule to the rest of Europe—particularly at 
points where the Germans will be forced to 
fight more than a delaying action: 

The astounding maneuver of Allied forces 
in the English Channel, in which they ap- 
proached the shores of France without en- 
countering enemy resistance, is the best 
possible answer which can be given to the 
Times. 

Today anyone who argues against the 
coalition second front is merely ‘helping to 
prolong the war and to prevent the collapse 
of Hitler Germany this year. We are afraid 
that the Times on this score is playing into 
the hands of Hitler who now rests his whole 
destiny on the hope of a protracted war. 
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America--In Sept. Communist 


By Claudia Jones 


The narsh fact of war has af- 
fected in a new, unprecedented 
way, the lives and habits of~mil- 
lions °f American youth. In a 
compre‘ensive article, appearing in 
the September Communist and in 
pamphlet reprint form, an out- 
standing leader of American youth 
has underscored the fact that: 

“The present generation of Amer- 
ican youth is a war generation. The 
youth who puts on the uniform of 
our country, as well as his sweet- 
heart who bids him farewell, has 
known no other world since he or 
she was 14 years of age than a 
world at war. From the very first 
moment in the life of young Amer- 
lean manhood and womanhood, 
when it begins to develop con- 
sciousness and understanding be- 
yond the adolescent stage, it knows 
only a country and a world at war. 
The war with all its issues, prob- 
lems and future perspectives, dom- 
inates their lives, and their think- 
ing with a completeness that is all 
pervading. ” 

It is all the more significant that 
the author of the article and pam- 
phlet is the national president of 
the Young Communist League, Mac 
Weiss. This significance is further 
emphasized when it is considered 
that the article “Toward a New 
Anti-Fascist Youth Organization” 
is in fact the basis upon which the 
Young Communist League dis- 
cusses an outstanding proposal: 

“...‘o change the program and 
name of the YCL and to broaden its 
leadership in order to help create 
a new united anti-fascist youth or- 
ganization,” at its coming National 
Convention, October 15, 16, 17 in 
New York City. 

Why has the proposal been ad- 
vanced? Because American youth 
finds itself in a “historically new 
situation, a situation that is with- 
out precedent or parallel in the life 
of any previous generation of 
American youth.” | 

Indicative of this “new situation” 
is that millions of youth, including 
tens of thousands of girls, have 
entered the armed forces. As a re- 
sult, deep going repercussions have 
resulted and created “a whole new 
complex of adjustments in their 
lives, their thinking, their relation- 
ship to the rest of the population, 
in the :ole which they play in all 
considerations of public policy.” 

The author points up these facts 
further by stressing that almost 
two great columns characterize the 
youth of America today: fighters in 
uniform and fighters in overalls. 
He further observes that even the 
schools are readjusting their cur- 
ricula to become “feed lines” for 
the entry of students into the 
armed forces or into war produc- 
tion. 

Wherein lies the importance of 
such a broad outline of youth prob- 
lems today? Its importance for- 
casts the problems which eonfront 
our nation today in fully mobiliz- 
ing the youth for victory, and in 
the future when the youth who.re- 
turn from the trenches will be de- 
mobilized, rehabilitated, and re- 
absorbed into schools, factory, and 
farm. 

POSES PROBLEM 


A fact of tremendous interest is 
the author’s reference to the mass 
employment of youth ,of working 
age, including girls and teen-age 
youth—a generation that has never 
known unemployment and that is 
entering industry and the organized 
labor movement from the first mo- 
ment of their mature lives. Truly, 
as he states “the possibility exists 
to make this first generation of 


employed youth also the first gen- 
eration of organized trade union 
youth in the history of our coun- 
try.” On the background of this 
development, he highlights a whole 
series of new social problems such 
as the wholesale uprooting of youth 
from communities, families, friends 
organizations and churches, and 
the disturbing growth of juvenile 
delinqueney. 


Not the least important of the 
changes among the youth is their 
political maturity. This new po- 
litical role is no better shown than 
in the widespread and rapidly grow- 
ing movement to lower the voting 
age to 18. All this, says Mac Weiss, 
“underscores as never before, the 
new political role of youth, the po- 
litical maturity of youth, the de- 
sire to assume every responsibility 
of citizenship.” Further evidence of 
this new meaning which love of 


country and patriotism has assum-. 


ed in the minds and hearts of 
youth is their deepened understand- 
ing of the evil against which we 
fight to destroy—fascism. Millions 
of youth further have recognized in 
the great magnificent deeds of our 
heroic Soviet ally, something to 
learn from and emulate. They 
have begun to understand as never 
before the need for the closest un- 
derstanding and friendship between 
our nation and the USSR, as the 
key to Victory and a just and dur- 
able peace. So, too, have millions 
begun to learn and recognize labor 
as the inost progressive social force 
in modern society, the most con- 
sistent democratic force in our 
country’s life, the backbone of our 
nation’s war effort. Added to this 
is the important recognition speed- 
ed by the very wartime require- 
ments vf our country of the need 
to fight for the full integration of 
the Negro people into the life of 
the nation, for full social, political 
and economic equality for the 
Negro people. 


POST-WAR WORLD 


The author sums up his conten- 
tion witn the observation that the 
post-war world will bring youth 
face-to-face with the task of build- 
ing a new future through fighting 
for the defense of democracy at 
home and all attempts of reaction- 
ary forces to curtail or destroy it. 
He commends the progressive di- 
rection of the National Resources 
Planning Board program and the 
speech of President Roosevelt to 


servicemen providing the demo- 


bilized men with a “stake,” or 
Suaran‘ees for economic and social 
security. 

The national president of the 
YCL asserts that these changes 
among the youth is in no small 
measure due to the pioneering 
work of the Young Communist 
League. He traces the history of 
the League in pioneering and or- 
ganizing ‘the youth for correct 
policies more than 21 years ago, 
which are today accepted policies. 

Yet he states “with full apprecia- 
tion of the great contributions 
which the Young Communist 
League made toward helping solve 
these new problems, it is at the 
same time true that a new type of 
organization, much broader than 
the Young Communist League and 
capable of uniting within its ranks 
hundreds of thousands of ad- 
vanced anti-fascist youth is re- 
quired by the times. Only such 
an orgaaization can cope with the 
new situation in which youth finds 
itself today and help solve the new 
problems which already confront 
the youth as well as those which 
will confront it after victory is 
won,” 


Discussed in the article is the 
fact that “the changes that are 
proposed for the convention will 
help remove certain obstacles which 
have hitherto impeded the build- 
ing of a broad anti-fascist youth 
organization. There can be no 
question but that the name and 
program of the YCL were such as 
to imply that membership in the 
organization automatically com - 
mitted one to acceptarice of the 
immediate and ultimate program of 
the Communist Party and that 
they therefore operated to prevent 
from joining it thousands of youth 
who supported its immediate pro- 
gram and activity. It is equally 
true that the changes will help 


- blunt certain weapons used by de- 


featists and reactionaries who 
pointed to the name of the organi- 


_ gation ‘evidence that the YCL was 


the ‘youth section’ of the Com- 
munist Party and not an independ- 
ent organization.” 

A program guide is advanced by 
the national president of the YCL 
for the new organization. Among 
the important points included, is 


“that the organization should be one 


which will place in the center of 
all of its work the mobilization of 
the masses of youth to win the war 
for national liberation, to. smash 
fascism, through helping to speed 
in every way the opening of the 
second front in Western Europe 
now, in order to make 1943 the 
year of victory over Hitler, It 
emphasizes that the organization 
should take its stand by the side of 
the labor movement, suporting its 
building, defend it from attack as 
the most progressive, social force in 
modern society, the most consist- 
ently democratic force in our coun- 
try’s life, the backbone of our war 
effort. The program urges strength- 
ening the United Nations coalition 
particularly to promote friendship 
and collaboration between the 
United States and the Soviet Union, 
the two most powerful democracies 
in the world, having different so- 
cial systems but a common national 
interest in cementing their friend- 
ship and collaboration, unity of the 
young generation, of labor and the 
people, which alone can achieve 
these aims. 


The program advanced urges full 
equality for Negro youth, Negro 
white unity, mobilization of youth 
for war services, education in the 
spirit of our democratic ideals, 
drawing strength and inspiration 
from the labor movement and the 
great democratic traditions of our 
‘country, the role of its patriots. 

The program points to a future 
in order to help realize in all its 
fullness a land of full opportunity 
for youth; an America in which in- 
security, poverty and want have 
been abolished, an America that. is 
peaceful, free, prosperous and 
happy. 

It is obvious that deep going 
changes will indeed take place as 
outlined by Mac Weiss in his 
article. Communists and non- 
Communists can belong to such an 
organization on the only considera- 
tion that they support this pro- 
gram. 

Such a provoking and thought- 
stimulating article is of concern to 
every trade unionist, to every Negro 
people’s leader, to every leader of 
youth*serving agencies, to every one, 
who in common with us recognize 
that the war generation of Amer- 
ican youth in its fight on the bat- 
tlefields of our country against fas- 
cism is making a new and unprece- 
dented contribu to our nation’s 
life, interests and to its future. 


Additional Evidence 


ICHARD H. ROVERE’S letter in the Na- 

tion is additional evidence, from a rather 
unexpected source, that the Kings County 
leadership of the American Labor Party was 
brazenly stolen by the “right wing.” Rovere 
is a prominent “right winger,” and his letter 
appears in a magazine which has rather 
violently supported the “right wing.” 

The letter comes just as the actually- 
elected Crawford-Torchin leadership is pre- 
paring to go to the courts to prevent usurpa- 
tion of the leadership by the John Gelo 
“right wing” crowd, 

The Nation editorially takes a cynical, ir- 
responsible approach to the actions of the 
Gelo crowd. Unable to cover up the dis- 
graceful flouting of democratic procedure, it 
attempts to justify its support of the “right 
wing” usurpation by the fantastic, utterly 
insupportable contention that the “left wing” 
indulges in such tactics every day. 

Where and when did progressive unionists 
indulge in such tactics? Examine the con- 


duct of the trade unions led by them, their 
actions in Queens and elsewhere, and try to 
find any such practices. 

The same sort of cynical attitude was ex- 
pressed by the Nation, PM, Post and the 
New Republic when the anti-Soviet, pro- 
Lewis activities of the Dubinsky group which 


before the primaries. They just shrugged 
their shoulders and went on supporting the 
Antoninis, DeLorenzos and other foes of the 
nation’s war program. 

The actions of the Gelo crowd in Brooklyn 
are part of the struggle by the Dubinsky 
group to maintain its exclusive control of the 
ALP as an instrument for its destructive 
policies. The progressives are not interested 
in any such exclusive control, as indicated 
by their support of the Hillman proposals. 
They would not, and could not, use such 
methods. 

What is needed is not the destructive 
attitude of cynicism concerning democracy in 
the ALP but a real campaign for enlarging 
the labor base of that party, democratically 
controlled by the trade unions. 

Despite the editorial attitude taken by the 
Nation, we doubt whether those of its read- 
ers who support the ALP will stomach the 
methods of the Dubinsky-Gelo crowd. Many 
of them who may have been misled into 
believing that the primary struggle was a 
factional fight will recognize that thé fight 
for democracy in the party is no such thing. 

Many of them will join with the trade 
unions in supporting the petition of the duly- 
elected county officers against the attempt 
to usurp leadership by a group which the 
membership nine + 
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Ip rty Education| 

The joy and jubilation of the people manifested 
over the good news coming from Italy is intermingled 
with an immense amount of thinking. And the battle 
for the minds of the people continues—for clear 
thinking unlocks the treasures of the creative capa- 
cities of the people for resolute and political actions 
assuring speedy war victory. 

As public opinion tries to telescope the events 
which brought about the unconditional surrender of 


‘the Badoglio regime, it looks into the backgrounds of 


the events and searches for perspectives that will 
hasten victory over Hitler Germany. Now, with the 
epoch-making Soviet offensive, the military victories 


‘of General Eisenhower’s command as well as the 


anti-fascist stand of the Italian soldiers, is indeed 

the time for “bringing political education to the 

millons.” 

Associating ourselves with the thoughts of the 
people, partaking of their joys over our victories in 
Italy, there increases the propagandists’ responsibili- 
ties of giving content, purposefulness and direction 
to the thinking of the people. Our mind then turned 
to a pamphlet published in 1942 by the Workers 
Library Publishers. It is called “Inside Italy”; the 
author is M. Ercoli, an outstanding Italian anti- 
fascist and Communist leader. The pamphlet has an 
introduction by Peter V. Cacchione, New York Com-~- 
munist Councilman. 

It is such a pamphlet as that of fErcoli that con- 
tributed to the political education of the millions in 
Italy. The pamphlet now makes good reading AND 
re-reading. By revealing their historical past the 
traditional friendship of the Italian peoplé with 
Russia, the merging of the struggle for liberty.of the 
Italian people with that of the Slav peoples, the 
emergence of the united Italian nation and State in 
their historic wars with Austria and Germany—Ercoli 
unmasks the role of Italian fascism in making Italy a 
vassal under Hitler’s yoke. He further gives the 
perspective for the establishment of a wide national 
front of struggle against the fascist regime: 

' , “The profound resentment of the masses at the 
consequences of the fascist war policy, the mounting 
hatred for the parasitic groups, the disillusionment 
which is spreading to all sections of the population 
and the indignation at Italy’s shameful defeats and 
Mussolini’s slavish cringing to his Berlin master—~ 
all this creates favorable conditions in Italy for the 


‘ establishment of a wide national front of struggle 


against the fascist regime which has plunged the 
country into the most criminal of wars. To continue 
the war on the side of Hitler Germany means to 
march to inevitable catastrophe. Mussolini and the 
fascist leaders have linked up their personal. fate 
with that of the Hitler tyranny.” 

(Inside Italy: by M. Ercoli, p. 21.) 

Though the pamphlet was written before the down- 
fall of Mussolini, it gives the key for the understanding 
of the cause and actions which brought about the 
present-day events in Italy. 

But most important of all is to tie up these dis- 
cussions with the immediate problems and tasks in 
shortening and winning the war. The new Browder 
pamphlet—The Future of the Anglo-Soviet-American 
Coalition—must be the high point in the discussions 
and should receive widest distributioh. 

Whatever has been suggested as reading material 
for study and action remains absolutely incomplete 
unless the “Daily” is used as a minute-to-minute 
guide, For there can be no clear thinking, reaction 
to events approximating the precision of military 


split seconds without the reading of the Daily Worker, | 


It bears repeating—that the greatest ideological re- 
sponsibility of the Party organizations in connection 
with the events in Italy and the growing urgency of 
the political struggle for the second front, is a daily 
checkup on the reading and building of the Daily 
Worker. 

And with the growing ideological responsibilities 
of the Party organizations, the Communist educator 
and propagandist must learn to acquire the attributes 
and virtues of (a) being well-informed; (b) having 
a thorough grasp of present-day PParty policy, as well 
as its background and evolvement; (c) being theoret- 
ically grounded. 

+ * o 

There can be no doubt that the state, city and 
county organizations are stirred by the great events 
of the recent period and are mapping out mass 
policies for the strengthening of the coalition of the 
United Nations by opening up the second front. 
Are the individual Party branches doing likewise? 
Is it possible that the recent events in Italy, while in 
the center of discussions of the top committees have 
by-passed some localities, some of the Communist 
Party branches? Is it conceivable that Comrade 
Browder’s recent speech on the Quebec conference, 
thoroughly discussed in leading committees, has not 
received the same attention in the individual branch? 

The Party branch must be the center from which 
Party policy radiates to the people in the community. 
Too often, when a higher committee discusses car- 
rying policy to the people it overlooks its main in- 
strument—the Party branch. It has been emphasized 
and progress made in this direction, that we must 
establish democratic-political relationships with pub- 
lic opinion and the mass organizations for the realiza- 
tion of policy. But that also goes for the relationship 
between the Party branch and the higher committees. 
We should strive to combine a stimulated initiative of 
the branch with the leadrship given to it by the 
higher corresponding committees. 

We must measure the quality of political leader- 
of the higher committee against the quality of 
individual branch in functioning as a political 

force, as a political party in the ‘community. This is 
the test of the mass work of the political leadership 
of the higher committee. This is the manner in which 
we can more successfully politically integrate the new 
members into our Party. 

Though progress has been made in the improve- 
ment of the life of the Party branches, we must still 
be mindful of the point made by Comrade John 
Williamson that “the weakest link in all public 
activity is the Communist Party branch.” (Article 
published in The Communist, Sep , 1942). The 
urgency of the issues of the day demand in double- 
quick time that the weakest link to be turned into 
our strongest link. And in no small measure this 
depends on the political Marxian education of the 
Party membership. For that-is also required— the 
recognition that education is a battlefront and as 
such, it should receive its proper political organiza- 
tional recognition and status in the State Party 
organizations, —SAM DON, 


5 Years Ago Today 


